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11TH JAI MOOKAMBIKA FRIDAY WEEKLY LOTTERY 

DRAW 


Department of Finance 


Date of Draw : 23rd February , 1996 


Series: A , B , C , D , E , G , H , J, K , L , M , O , P , R , S. 


Revenue & Expenditure Division 


RESULTS : 


First Prize: ( 15 ): Rs. 5,000 /- each : ( Applicable to all Series): 
A B с 

D 


894TH GOA EVERYDAY DAİLY LOTTERY DRAW 


E 


-- 


81733 


87733 


87733 


87733 . 


87733 


Date of Draw : 23rd February , 1996 


H 


J 


K 


L 


RESULTS : 


87733 


87733 


87733 


87733 


87733 


M 


P 


R 


S 


First Prize : ( 1 ) : Rs. 5000 / 


344302 


87733 


87733 


87733 


87733 


87733 


Second Prize : ( 1 ): Rs. 5,000 / 


E_26814 


Second Prize : (2 ): Rs. 100 /- each : Numbers ending with last 5 digits 
of the 1st prize winning ticket number as follows: 


Third Prize : ( 150): Rs. 500 / - each : Numbers ending with last 5 digits 
in all Series as follows: 


44302 


09479 
58672 


16685 
62063 


25278 
75738 


34207 
88201 


49207 
98989 


Third Prize : (27) : Rs. 25 /- each : Numbers ending with last 4 digits of 
the Ist prize winning ticket number as follows: 


Fourth Prize: ( 1500 ): Rs. 50 /- each :Numbers ending with last 4 digiťs 
in all Series as follows: 


4302 


5584 
1841 


2344 : 
1652 


4119 
6735 


9311 
3875 


6522 
6864 


Fifth Prize: ( 1500 ): Rs. 20 /-each : Numbers ending with last 4 digits 
in all Series as follows: 


Fourth Prize: ( 270 ) : Rs. 20 /- each : Numbers ending with last 3 digits 
of the 1st prize winning ticket number as follows: 


1288 
2501 


1123 
4705 


3113 
3197 


6790 
7023 


.3132 
9215 


302 


Sixth Prize : (15,000 ) : Rs. 10 /- each : Numbers ending with last 3. 
digits in all Series as follows: 


Fifth Prize : (29700 ): Rs. 171- each : Numbers ending with last 1 digit 
of the 1st prize winning ticket number as follows: 


013 
578 


149 
602 


265 
712 


325 
836 


426 
932 


2 


An amount equalto 30 % of only the first prize shallbe deducted from 
the respective prize amounts towards payment to Sub -Agents , Sellers , 
Stockists & Publicity . 


Panaji , 23rd February , 1996.- The Asst. Director, Sd /-. 


Panaji , 23rd February , 1996.— The Asst. Director, Sdl- . 
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27TH FEBRUARY, 1997 


6TH JAIMAHADEVI FRIDAY WEEKLY LOTTERY DRAW 


516TH JAIMATHRU BHUMI BI-WEEKLY LOTTERY DRAW 


Date of Draw : 23rd February , 1996 


Date of Draw : 24th February , 1996 


Series: JA , JB , JC , JD , JE , JG , JH , JJ, JK , JL . 


RESULTS: 


RESULTS : 


JG 


210180 


First Prize : (1): Rs . 1,00,000 / 
Second Prize : ( 1 ): Rs . 25,000 / 
Third Prize : ( 1) : Rs. 5,000 / 


First Prize : ( 1): Rs. 5,00,000 /- + Maruti Car** (of Value, of 
Rs . 1,60,000 /-) or Indira Vikas Patra or Pure Mint Gold of the value of 
Rs . 5,35,000 /- which sum includes cash option in respect of the 
Maruti Car: JP 

142343 


JH 


354671 


JC 


- 383237 


Fourth Prize : (300 ):Rs.500 / -each :Numbers endingwith last 5 digits 
in all Series as follows: 


Consolation Prize : (4 ): Rs. 2,000 /- each : To the tickets in the 
remaining 4 Series bearing the 1st prize winning number: 


53053 
16345 


20318 
29359 


15537 
14726 


19325 
23929 


31528 
20926 


IL 


JM 


IN 


JO 


142343 


142343 


142343 


142343 


Fifth Prize : (3,000 ) : Rs. 50 /-each : Numbers ending with last 4 digits 
in all Series as follows: 


3087 
1663 


0053 
1585 


4563 
9362 


6737 
3312 


1314 
3072 


: Second Prize: (5 ) : (One in each Series ) Rs. 50,000 /- cash or Gold or 
I. V. P .: 


JL 


JM 


IN 


JO 


JP 


Sixth Prize: (3,000 ): Rs. 20 /- each : Numbers ending with last 4 digits 
in all Series as follows: 
7531 8552 1865 1304 

4586 
7637 9033 

1057 

7486 


340178 


328818 ; 


232238 


291295 


236608 


1802 


Third Prize: ( 20 ): Rs. 5,000 /- each : (Four in each Series):* 


Seventh Prize : ( 30,000 ) : Rs. 101- each : Numbers ending with last 3 
digits in all Series as follows: 


086 
506 


131 
685 


266 
786 


363 
801. 


464 
925 


206381 
376561 
221664 
357641 


103425 
294353 
206910 
220910 


356674 
371573 
334079 
304044 


120228 
233473 
116936 
321428 


: 247783 
364973 
324216 
289064 


An amountequal to 30 % of the 1st & 2nd prize shall be deducted for 
payment to Agents, Sellers , Stockists & Publicity . 


Fourth Prize: (50 ): Rs. 1,000 /- each : ( Ten in each Series ) : 


Panaji, 23rd February , 1996 . 


The Asst. Director, Sd / -. 


4 


895TH GOA EVERYDAY DAILY LOTTERY DRAW . 


383913 
184448 
144888 
274241 
182609 
182817 
339353 
37.6507 
266069 
362310 


Date of Draw : 24th February , 1996 


225712 
137196 
319597 
355173 
172773 
265113 
389713 
169120 
331784 
388427 


253587 
181214 
193128 
198740 
115580 
351276 
331172 
233071 
358762 
347542 


315347 
137135 
139738 
345806 
104741 
262719 
226619 
165110 
224992 
121420 


348421 
. 106129 

360721 
299323 
148458 
265485 


RESULTS : 


First Prize : ( 1 ): Rs. 5000 / 


137344 


272340 
255951 
150882 
204163 


Second Prize : (2 ): Rs. 100/= cach : Numbers ending with last 5 digits 
of the 1st prize winning ticket number as follows: 


Fifth Prize :( 150 ): Rs. 500/- each : Numbers ending with last 5 digits 


37344 


in all Series as follows: 


Third Prize : (27 ): Rs. 25 /-each : Numbers ending with last 4 digits of 
the 1st prize winning ticket number as follows : 


67663 
23940 


73271 
86708 


07571 
49040 


51322 
14559 


61921 : 
03704 


7344 


Fourth Prize : (270 ) : Rs. 20 /- each : Numbers ending with last 3 digits 
of the 1st prize winning ticket number as follows: 


Sixth Prize : ( 1500 ): Rs. 501- each : Numbers ending with last 4 digits 
in all Series as follows: 


344 


3873 
3447 


0027 
4046 


1871 
2616 


2284 
4184 


2495 
2105 


Fifth Prize : (29700 ): Rs . 171- each : Numbers.ending with last 1 digiť 
of the 1st prize winning ticket number as follows: 


Seventh Prize : ( 1500 ): Rs. 201- each : Numbers ending with last 4 
digits in all Series as follows: 


4 


6306 


6235 


0510 


9177 
, 2943 


6217 
9260 


Panaji , 24th February , 1996.- The Asst. Director, SdH- . 
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Eighth Prize : ( 15,000 ): Rs. 101- each: Numbers ending with last 3 
digits in all Series as follows: 


Sixth Prize: ( 15,000 ) : Rs. 10 / - each : Numbers ending with last 3 
digits in all Series as follows: 


JL 


IM 


IN 


JO 


IP 


051 
579 


161 
658 


228 
770 


304 
854 . 


439 
998 


1039 
518 


142 
650 


244 
763 


386 
892 


474 
908 


Ninth Prize: (3,00,000 ) : Rs. 31- each : Numbers ending with last 1 
digit in all Series as follows: 


An amount equalto 30 % of only the first prize shallbe deducted from 
the respective prize amounts towards payment to Sub -Agents , Sellers , 
Stockists & Publicity . 


6 


Panaji , 24th February , 1996 .-- The Asst. Director, Sd /-. 


25 % of the cash part of the 1st prize and 20 % from the 2nd prize will 
be deducted towards payment to Sub -Agents , Sellers , Stockists and 
Publicitiy . 


6TH JAI MAHADEVI SATURDAY WEEKLY LOTTERY 

DRAW 


Panaji , 24th February , 1996 .---- The Asst. Director, Sdl- . 


Date of Draw : 24th February , 1996 


Series : JA , JB , JC , JD , JE , JG , JH , JJ , JK , JL . 


HITH JAI MOOKAMBIKA SATURDAY WEEKLY LOTTERY 

DRAW 


RESULTS : 


First Prize: ( 1 ): Rs. 1,00,000 / 


JG --- 337539 


Date of Draw : 24th February , 1996 


Second Prize : ( 1 ): Rs. 25,000 / 


JE - 120821 


Series: A , B , C , D , E , G , H , J, K , L , M , O , P , R , S. 


Third Prize: ( 1 ) : Rs. 5,000 / 


316608 


RESULTS : 


First Prize : ( 15 ): Rs. 5,000 /- each : (Applicable to all Series): 


Fourth Prize: ( 300 ) : Rs.500 /-each :Numbers ending with last 5 digits 
in all Series as follows: 


A 


B 


C. 


D 


E 


65679 


14228 


37900 


15930 


51851 


90069 


90069 


90069 


90069 


90069 


08029 


43739 


83097 


17684 


90703 


G 


H 


J 


K 


L 


Fifth Prize: ( 3,000 ) : Rs. 50 /-each : Numbers ending with last 4 digits 
in all Series as follows: 


90069 


90069 


90069 


90069 


90069 


M 


Р 


R 


S : 


5468 


7296 


2937 


8268 


4073 


6772 


9704 


9230 


4692 


3825 


90069 


90069 


90069 


90069 


90069 


Second Prize : ( 1 ) : Rs. 5,000 / 


D - 91950 


Sixth Prize : ( 3,000 ): Rs. 201- each : Numbers ending with last 4 digits 
in all Series as follows: 


Third Prize : ( 150 ): Rs. 500 /- each : Numbers ending with last 5 digits 
in all Series as follows: 


5349 


0635 


0887 


2361 


7975 


2870 


5967 


5382 


5165 


2516 


01719 
59185 


10427 
60689 


25447 
79828 


36476 
83598 


44497 
91008 


Seventh Prize : ( 30,000 ): Rs. 10 /- each : Numbers ending with last 3 
digits in all Series,as follows: 


Fourth Prize: ( 1500 ): Rs. 50 /-each : Numbers ending with last 4 digits 
in all Series as follows: 


T 


034 


151 


: 262 


352 


414 


. 


501 


632 


716 


845 


967 


9272 
3255 


1536 
8296 


1335 
3082 


2507 
8618 


8005 
8567 


Fifth Prize : (1500 ): Rs. 20 /- each : Numbers ending with last 4 digits 
in all Series as follows: 


An amount equal to 30 % of the 1st & 2nd prize shall be deducted for 
payment to Agents , Sellers , Stockists & Publicity . 


1782 
3041 


6756 
5141 


1525 
8501 


7425 
2850 


7651 
5956 


Panaji, 24th February , 1996. The Asst. Director, Sd /-. 
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896TH GOA EVERYDAY DAILY LOTTERY DRAW 


Second Prize : ( 1 ): Rs. 5,000 / 


R 


91269 


Date of Draw : 25th February , 1996 


Third Prize : ( 150 ) : Rs. 500 / - each: Numbers ending with last 5 digits 
in all Series as follows: 


RESULTS : 


First Prize : (1 ) : Rs. 5000 / 


281269 


05989 
50161 


12670 
65279 


20276 
79861 


35866 
81783 


.47839 
94598 


Second Prize: (2 ): Rs. 100 /- each : Numbers ending with last 5 digits 
of the 1st prize winning ticket number as follows : 


Fourth Prize: ( 1500 ) : Rs . 50 /- each : Numbers ending with last 4 digits 
in all Series as follows: 


81269 


O 


Third Prize : ( 27 ): Rs. 25 / - each : Numbers ending with last 4 digits of 
the 1st prize winning ticket number as follows : 


0402 
9455 


0081 
7823 


1683 
8843 


.6884 

8546 


3268 
8757 


1269 


Fifth Prize : ( 1500 ): Rs. 201- each : Numbers ending with last 4 digits 
in all Series as follows: 


Fourth Prize : ( 270 ) : Rs. 201- each : Numbers ending with last 3 digits 
of the 1st prize winning ticket number as follows: 

269 . 


7800 
8462 


9980 
7891 


5102 
3033 


7561 
9064 


7520 
6788 


Fifth Prize : (29700 ): Rs, 17 ) - each : Numbers ending with last 1 digit 
of the Ist prize winning ticket number as follows: 


Sixth Prize: ( 15,000 ) : Rs . 10 /- each : Numbers ending with last 3 
digits in all Series as follows: 


9 


042 
594 


137 
674 


222 
719 


339 
866 


467 
913 


Panaji , 25th February , 1996.- The Asst. Director, Sd /-. 


11TH BHAGYA DEEP MONTHLY INSTANT LOTTERY 

DRAW 


An amount equal to 30 % of only the first prize shall be deducted from 
the respective prize amounts towards payment to Sub - Agents, Sellers, 
Stockists & Publicity : 


Date of Draw : 25th February , 1996 


Panaji , 25th February, 1996.- The Asst. Director, Sd/ -. 


Series: X , Y , Z , A , B , C. 
RESULTS : 
First Prize : ( 1 ): Rsi 5,000 /- : 

Y 197708 
Second Prize: (5,80,000 ): Rs. 401- each :Numbers ending with last 2 
digits in all Series as follows: 


3 . 


6TH JAIMAHADEVI SUNDAY WEEKLY LOTTERY DRAW 


Date of Draw : 25th February , 1996 


05 


12 
61 


27 
71 


35 
87 


43 
96 


: 54 


Series : JA , JB , JC , JD , JE , JG , JH , JJ, JK , JL . 


Panaji , 25th February , 1996.- The Asst. Director, Sd/-. 


RESULTS : 


First Prize : ( 1): Rs. 1,00,000 / 


JG - 388142 


11TH JAI MOOKAMBIKA SUNDAY WEEKLY LOTTERY 

DRAW . 


Second Prize : ( 1 ): Rs. 25,000 / 


JD 


198143 


Third Prize : ( 1 ) : Rs. 5,000 / 


JE 


105009 


Date of Draw : 25th February , 1996 


Series : A , B , C , D , E , G , H , J, K , L , M , O , P , R , S : 


Fourth Prize: (300 ) : Rs.500 /-each ; Numbers ending with last 5 digits 
in all Series, as follows: 


RESULTS: 


...1 


32288 
46889 


28927 
50534 


77364 
41811 


30024 
90467 


88907 
43850 


First Prize : (15 ): Rs. 5,000 / - each : (Applicable to all Series): 


Α . 


B 


с 


D 


· E 


Fifth Prize : ( 3,000 ) : Rs. 50 / - each : Numbers ending with last 4 digits 
in all Series as follows: 


77560 


: 77560 


77560 


* 77560 


77560 


3758 


4204 
7717 


5211 
4371 


2955 
0125 


4109 
1882 


G 


H 


K 


L 


2713 


77560 


77560 


77560 


77560 


77560 


.. 


Sixth Prize: (3,000 ): Rs. 201- each :Numbers ending with last 4 digits 
in all Series as follows: 


M 


co 


P. 


R 


S 


7109 
7838 


3576 
1396 


7006 
3901 


7809 
: 7628 


6053 
0391 


77560 


77560 


77560 


77560 


77560 


PRATI 


tec 


kuin 


w 


2 WA . 


3700 


- 


sam 
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Seventh Prize : ( 30,000 ) : Rs. 10 / - each : Numbers ending with last 3 
digits in all Series as follows: 


Fourth Prize : (150 ) : Rs.500 /-each : Numbers ending with last 5 digits 
in all Series as follows: 


006 
546 


190 
664 


209 
708 


CV 


338 
821 


CW 


451 
920 


CX 


CY 


CZ 


14616 
62563 


37456 
50266 


26250 
10068 


53798 
22663 


43231 
05933 


An amount equal to 30 % of the 1st & 2nd prize shall be deducted for 
payment to Agents , Sellers , Stockists & Publicity. 


F 


Fifth Prize : ( 1,500 ) : Rs. 50 / - each : Numbers ending with last 4 digits 
in all Series as follows: 


Panäji , 25th February , 1996.- The Asst . Director, Sdl-. 


3387 
2630 


3060 
8220 


8387 
2091 


7512 
5191 


1415 
2289 


89.7TH GOA EVERYDAY DAILY LOTTERY DRAW . 


Sixth Prize : ( 1,500 ) : Rs . 201- each : Numbers ending with last 4 digits 
in all Series as follows: 


- Date of Draw : 26th February , 1996 


RESULTS : 


4414 
4092 


9004 
1975 


3426 
5115 


0266 
3223 


9562 
5707 


First Prize : ( 1 ): Rs. 5000 / 


171710 


Seventh Prize : ( 15,000 ): Rs. 10 / - each : Numbers ending with last 3 
digits in all Series as follows: 


Second Prize: (2 ): Rs. 100 /- each : Numbers ending with last 5 digits 
of the 1st prize winning ticket number as follows: 


· 031 
590 


173 
696 


210 
775 


340 
807 


430 
981 


71710 


Third Prize : (27 ): Rs . 25 /-each :Numbers ending with last 4 digits of 
the 1st prize winning ticket number as follows: 


An amount equal to 25 % of the 1st prize shall be deducted for 
payment towards expenditure on Marketing , Agents , Stockists , 
Publicity and Sales Promotion . 


1710 


Panaji , 26th February , 1996.- The Asst. Director, Sd /-. 


Fourth Prize: (270 ) : Rs. 20 / - each : Numbers ending with last 3 digits 
of the 1st prize winning ticket number as follows: 


710 


Fifth Prize : (29700 ): Rs. 177- each : Numbers ending with last 1 digit 
of the 1st prize winning ticket number as follows: 


12TH JAI MOOKAMBIKA MONDAY WEEKLY LOTTERY 

DRAW 


Date of Draw : 26th February , 1996 


0 


Series: A , B , C , D , E , G , H , J , K , L , M , O , P , R , S. 


Panaji , 26th February , 1996 . 


The Asst. Director , Sd / -, 


RESULTS : 


First Prize : ( 15 ): Rs. 5,000 /- each : ( Applicable to all Series): 


25TH JAI CHIRAPUNJI WEEKLY LOTTERY DRAW 


A 


В 


с 


D 


E 


$ 


Date of Draw : 26th February , 1996 


72030 


72030 


72030 


72030 


72030 


Series : CV , CW , CX , CY , CZ . 


RESULTS : 


Н 


سه 


K 


f 


72030 


72030 


72030 


72030 


First Prize : ( 1 ) : Rs . 1,00,000 / - (or pure Mint Gold of equal value ) 
CY 265213 


72030 


M 


0 


P. 


R 


S 


Second Prize: (5 ) : Rs. 5,000 /- each : (One in each Series ): 


72030 


72030 


72030 


72030 


72030 


CV 


CW 


CX 


CY 


CZ 


Second Prize : ( 1 ): Rs. 5,000 / 


363883 


K - 11578 


311955 


286943 


203445 


324872 


Third Prize: ( 150 ): Rs. 1,000 /- each :-Numbers ending with last 5 
digits in all Series as follows: 


Third Prize: ( 150 ): Rs.500 /- each : Numbers ending with last 5 digits 
in all Series as follows: 


64718 
11042 


54024 
00044 


73979 
92016 


82278 
79951 


.99419 
46341 


08154 
55033 


17695 
68926 


25434 
77074 


39316 
89196 


48405 
92571 


WWW . 
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27TH FEBRUARY, 1997 


898TH GOA EVERYDAY DAILY LOTTERY DRAW 


Fourth Prize: (1500 ): Rs.50 /- each : Numbers ending with last 4 digits 
in all Series as follows: 


Date of Draw : 27th February , 1996 


3618 
9561 


2913 
8784 


8783 
*8861 


2726 
9661 


9194 
0770 


RESULTS : 


LTS : 


Fifth Prize : (1500 ): Rs. 20 /- each : Numbers ending with last 4 digits 
in all Series as follows: 


First Prize : ( 1 ) : Rs. 5000 / 


378124 


Second Prize : (2 ): Rs. 100 /- each : Numbers ending with last 5 digits 
of the 1st prize winning ticket number as follows : 


7276 
5396 


6876 
2208 


1616 
5458 


2156 
9106 


5313 
7352 


78124 


Sixth Prize: (15,000 ) : Rs . 107- each : Numbers ending with last 3 
digits in all Series as follows: 


Third Prize : (27 ) : Rs. 25 /- each : Numbers ending with last 4 digits of 
the 1st prize winning ticket number as follows: 


037 
.516 


115 
656 


275 
788 


381. 
888 


483 
966 


8124 


Fourth Prize: ( 270 ) : Rs. 201- each : Numbers ending with last 3 digits 
of the 1st prize winning ticket number as follows : 


.. 


An amount equal to 30 % of only the first prize shall be deducted from 
the respective prize amounts towards payment to Sub - Agents , Sellers , 
Stockists & Publicity . 


124 


Panaji, 26th February , 1996. The Asst. Director, Sd / -, 


Fifth Prize: ( 29700 ): Rs. 171- each : Numbers ending with last 1 digit 
of the 1st prize winning ticket number as follows: 


4 


7TH JAIMÁHADEVI MONDAY WEEKLY LOTTERY DRAW 


Date of Draw : 26th February , 1996 


Panaji , 27th February , 1996.- The Asst. Director, Sdl-. 


Series : JA , JB , JC , JD , JE , JG , JH , JJ, JK , JL . 


RESULTS : 


12TH JAIMOOKAMBIKA TUESDAY WEEKLY LOTTERY 

DRAW 


First Prize : ( 1 ) : Rs. 1,00,000 / 


JA 


267069 


Second Prize : ( 1 ): Rs. 25,000 / 


Date of Draw : 27th February , 1996 


JH - 208589 


Third Prize : ( 1 ) : Rs. 5,000 / 


JD -- 158673 


Series: A , B , C , D , E , G , H , J , K , L , M , O , P , R , S. 


" RESULTS : 


Fourth Prize : ( 300 ) : Rs.500 /-each : Numbers ending with last 5 digits 
in all Series as follows : 


First Prize : (15 ); Rs. 5,000 /- each : ( Applicable to all Series) : 


33414 
47475 


90112 
91709 


84733 
21871 


49874 
12797 


22991 
63905 


A 


B 


C 


D. 


E 


00746 


00746 


00746 


00746 


00746 


Fifth Prize: ( 3,000 ) : Rs. 50 / - each : Numbers ending with last 4 digits 
in all Series as follows: 


Η 


j 


K 


L. 


0485 
3701 


3463 
1639 


2403 
4859 


9231 
1423 


1440 
6065 


00746 


00746 


00746 


00746 


00746 


M 


0 


P 


R 


S 


Sixth Prize: (3,000 ):Rs. 20 /-each : Numbers endingwith last 4 digits 
in all Series as follows: 


00746 


00746 


00746 


00746 


00746 


3459 
4916 


1645 
1582 


4508 
7248 


3423 
2309 


4853 
1716 


Second Prize : ( 1) : Rs. 5,000 / 


L - 25732 


Seventh Prize : (30,000 ): Rs. 10 /- each : Numbers ending with last 3 
digits in all Series as follows: 


Third Prize : ( 150 ): Rs. 500 / - each : Numbers ending with last 5 digits 
in all Series as follows: 


057 
560 


135 
659 


204 
747 


365 
.893 


464 
954 


05410 
55299 


12279 
67249 


22386 
77151 


39975 
81371 


48948 
97932 


Fourth Prize: (1500 ): Rs. 50 /-each : Numbers ending with last 4 digits 
in all Series as follows: 


1 


An amount equal to 30 % of the 1st & 2nd prize shall be deducted for 
payment to Agents , Sellers, Stockists & Publicity . 

Panaji, 26th February ; 1996.- The Asst. Director, Sd/-. 


6538 
6954 


5933 
8405 


1913 
8954 


8997 
0935 


3288 
7520 


4 


we : 


OFFICIAL GAZETTE 


GOVT. OF GOA 


SERIES III No. 48 


669 
27TH FEBRUARY, 1997 


Fifth Prize : (1500 ): Rs: 20 / - each : Numbers ending with last 4 digits 
in all Series as follows: 


899TH GOA EVERYDAY DAILY LOTTERY DRAW 


Date of Draw : 28th February , 1996 


8350 
7929 


2449 
9643 


8417 
4649 


7282 
3040 


4846 
6823 


RESULTS : 


Sixth Prize: (15,000 ): Rs . 10 /- each : Numbers ending with last 3 
digits in all Series as follows: 


First Prize : ( 1 ) : Rs. 5000 / 


134029 


083 


180 
632 


207 
763 


532 


Second Prize : ( 2 ): Rs. 100 / - each : Numbers ending with last 5 digits 
of the 1st prize winning ticket number as follows: 


-312 
861 


435 
981 . 


34029 


An amountequal to 30 % of only the first prize shall be deducted from 
the respective prize amounts towards payment to Sub - Agents , Sellers , 
Stockists & Publicity . 


Third Prize : ( 27 ): Rs . 25 /- each : Numbers ending with last 4 digits of 
the 1st prize winning ticket number as follows: 


4029 


Panaji , 27th February , 1996 .--- The Asst. Director, Sd /-. 


Fourth Prize : (270 ): Rs. 201- each : Numbers ending with last 3 digits 
of the 1st prize winning ticket number as follows: 


029 


7TH JAIMAHADEVI TUESDAY WEEKLY LOTTERY DRAW 


Date of Draw : 27th February , 1996 


Fifth Prize: (29700 ): Rs. 171- each : Numbers ending with last 1 digit 
of the 1st prize winning ticket number as follows: 


Series : JA , JB , JC , JD , JE , JG , JH , JJ , JK ; JL . 


9 


RESULTS : 


Panaji, 28th February , 1996 .--- The Asst . Director, Sd /-. 

saí 


. 


First Prize: (1 ): Rs. 1,00,000 / 


JL 


- 140509 . 


Second Prize : ( 1) : Rs. 25,000 / 


JA : 


371794 


Third Prize : (1 ): Rs. 5,000 / 


JB ----- 262053 


517TH JAI MATHRU BHUMI BI-WEEKLY LOTTERY DRAW 


- Fourth Prize : (300 ) : Rs.500 /-each : Numbers ending with last 5 digits 
in all Series as follows: 


Date of Draw : 28th February , 1996 


RESULTS : 


73048 
32081 


32630 
10367 


02322 
24962 


55473 
23035 


77321 
93676 


First Prize: ( 1 ) : Rs. 5,00,000 /- + Maruti Car (of Value of 
Rs. 1,60,000 /-) or Indira Vikas Patra or Pure Mint Gold of the value of 
Rs. 5,35,000 / - which sum includes cash option in respect of the 
Maruti Car : JT 103074 . 


Fifth Prize : ( 3,000 ): Rs. 50 /- each : Numbers ending with last 4 digits 
in all Series, as follows: 


RALL 


1911 
7959 


1330 


7102 
0140 


3492 
9865 


2180 
2512 


Consolation Prize : (4 ) : Rs. 2,000 /- each : To the tickets in the 
remaining 4 Series bearing the 1st prize winning number : 


4431 


JR 


JS 


JU 


JV 


Sixth Prize : (3,000 ): Rs . 20 /- each : Numbers ending with last 4 digits 
in all Series as follows: 


103074 


103074 


103074 


103074 


6541 


2011 . 
8505 


6279 
4252 


2678 
1692 


9428 
2416 


7099 


Second Prize: (5 ) : (One in each Series ) Rs. 50,000 / - cash or Gold or 
I. V. P .: 


Seventh Prize : ( 30,000 ): Rs: 10 /- each : Numbers ending with last 3 
digits in all Seriės as follows: 


JR 


JS 


JT 


JU 


JV 


106754 


089. 


344378 


201268 


339342 


190285 


146 
600 


246 
: 753 


381 
888 


576 . 


480 
991 


Third Prize : ( 20 ): Rs. 5,000 /- each : ( Four in each Series ) : 


192085 


194863 


254342 


An amount equal to 30 % of the 1st & 2nd prize shall be deducted for 
payment to Agents , Sellers, Stockists & Publicity . 


308160 
311902 


207976 
172888 


167179 


190164 


229133 


307587 


214219 


395586 


383085 


219557 


. 


Panaji, 27th February , 1996.- The Asst. Director, Sd / 


218329 


302010 


394249 


360278 


118341 


. 


5 
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Fourth Prize : (50 ): Rs. 1,000/ - each : ( Ten in each Series ): 


Second Prize : ( 1 ) : Rs. 5,000 / 


J --- 78446 


JR 


JS 


JT 


JU 


JV ; 


Third Prize : ( 150 ): Rs . 500 / - each : Numbers ending with last 5 digits 
in all Series as follows: 


162290 


182862 
149311 


331746 .. 
217130 


192228 
342694 
215200 
245081 
358304 
193836 


02571 
, 58780 


13896 
62188 


24074 
76115 


36939 
82433 


231668 
381383 
398993 
155468 
210979 
334170 
229321 
394123 


48742 
95185 


201242 
340419 
305119 
229056 


261765 
168741 
130535 
385321 
338788 
145471 
-398336 
118178 
143314 
106394 


168156 
.265030 
105957 


Fourth Prize : ( 1500 ): Rs. 50 /-each : Numbers ending with last 4 digits 
in all Series as follows : 


295364 


230571 
364944 


302144 
202257 


2917 . 
6550 


8330 
51.52 


8488 
7874 


2575 
· 3510 


392537 
244077 
200084 


7306 
0390 


369341 


364675 


343280 


360527 


217349 


117992 


Fifth Prize: (1500 ): Rs. 20 / - each : Numbers ending with last 4 digits 
in all Series as follows: 


Fifth Prize : ( 150 ) : Rs.500 /- each : Numbers ending with last 5 digits 
in all Series as follows : 


2455 
4708 


77378 
13524 


82681 
71429 


9789 
2856 


7389 
9236 


04540 
51351 


4415 
0037 


55453 
77929 


55205 
54878 . 


8881 
8778 


Sixth Prize : (1500 ): Rs. 50 /- each : Numbers ending with last 4 digits 
in all Series as follows: 


Sixth Prize: (15,000 ): Rs. 10 /- each : Numbers ending with låst 3 
digits in all Series as follows: 


0071 
6816 


5542 
6485 


0435 


9009 
4570 


090 
545 


7039 
4884 


135 
672 


242 
-775 


343 
889 


405 
989 


58509 


Seventh Prize : (1500 ) : Rs. 20 /- each : Numbers ending with last 4 
digits in all Series as follows: 


6773 
8521 


An amountequal to 30 % of only the first prize shall be deducted from 
the respective prize amounts towards payment to Agents , Sellers, 
Stockists & Publicity . 


- 4779 
5660 


1386 
4.179 


2900 
7425 


2798 
7340 


Panaji, 28th February, 1996 .--- The Asst . Director, Sd /-. 


Eighth Prize : (15,000 ): Rs. 10 / - each : Numbers ending with last 3 
digits in all Series as follows: 


027 
580 


185 
631 . 


2.15 
768 


326 
8.13 


: .481 

945 


7TH JAI MAHADEVI WEDNESDAY WEEKLY LOTTERY 

DRAW 


Ninth Prize : ( 3,00,000 ) : Rs. 37- each : Numbers ending with last 1 
digit in all Series as follows: 


Date of Draw : 28th February , 1996 


4 


9 


Series: JA , JB , JC , JD , JE , JG , JH , IJ , JK IL . 


RESULTS : 


25 % of the cash part of the 1st prize and 20 % from the 2nd prize will 
be deducted towards payment to Sub - Agents , Sellers , Stockists and 
Publicitij . 


282212 


Panaji, 28th February , 1996 .---- The Asst . Director, Sd / 


First Prize: ( 1 ) : Rs. 1,00,000 / 
Second Prize : ( 1 ): Rs. 25,000 / 

000/ 


392289 


MOOKAM 


Third Prize : (1 ) : Rs. 5,000 / 


JL 


12THJAIMOOKAMBIKA WEDNESDAY WEEKLY LOTTERY 

DRAW 


343354 


Fourth Prize : ( 300 ) : Rs.500 /-each : Numbers ending with last 5 digits 
in all Series as follows: 


Date of Draw : 28th February , 1996 


Series : A , B , C , D , E , G , H , J , K , L , M , O , P , R , S. 


94222 
73272 


67731 
29222 


73246 
66451 


45033 
21748 


48955 
46827 


RESULTS : 


First Prize: (15 ) : Rs. 5,000 /- each : (Applicable to all Series ): 


Fifth Prize: (3,000 ): Rs. 50 /- each : Numbers ending with last 4 digits 
in all Series as follows : 


А 


B 


C 


D 


E : 


79030 


79030 


79030 


79030 . 


79030 


6371, 
2934 


0849 
8685 


1858 
3796 


7129 
0446 


8065 
0411 


G 


Η 


J. 


K 


L 


... 


79030 


79030 


79030 


79030 


79030 


Sixth Prize : ( 3,000 ): Rs. 20 /- each : Numbers ending with last 4 digits 
in all Sèries as follows: 


M 


0 


P 


R 


S 


79030 


79030 


7546 
5311 


7036 
5217 


79030 


79030 


5690 
7042 


79030 


1935 
8104 


3825 
8018 
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Second Prize : (1) : Rs. 5,000 / 


PS43255 


Seventh Prize: (30,000 ): Rs. 10 /- each : Numbers ending with last 3 
digits in all Series as follows: 


011 
567 


134 
650 


256 
713 


310 
833 


454 
983 


Third Prize: (150 ) : Rs. 500 /- each : Numbers ending with last 5 digits 
in all Series as follows: 
01865 15132 26955 30163 

49560 
55029 65020 74461 83716 

90373 


An amount equal to 30 % of the 1st & 2nd prize shall be deducted for 
payment to Agents , Sellers, Stockists & Publicity . 


Fourth Prize: ( 1500 ): Rs.50 / -each : Numbers ending with last 4 digits 
in all Series as follows: 


Panaji , 28th February , 1996.- The Asst . Director, $ d /-. 


-7067 
5730 


1469 
9491 


6839 
6712 


4105 
7112 


8187 
9501 


Fifth Prize : ( 1500 ): Rs. 201- each : Numbers ending with last 4 digits 
in all Series as follows: 


900TH GOA EVERYDAY DAILY LOTTERY DRAW 


1159 
5949 


4115 
2840 


6819 
0844 


6538 
5443 


2934 
9961 


Date of Draw : 29th February , 1996 


RESULTS : 


Sixth Prize : ( 15,000 ): Rs: 10 / - each : Numbers ending with last 3 
digits in all Series as follows : 


First Prize : ( 1) : Rs. 5000 / 


239605 


3 


014 
505 


184 
627 


218 
750 


328 
828 


473 
998 


Second Prize : ( 2 ): Rs. 100 / - each : Numbers ending with last 5 digits 
of the 1st prize winning ticket number as follows: 


39605 


An amountequal to 30 % of only the first prize shall be deducted from 
the respective prize amounts towards payment to Sub -Agents , Sellers , 
Stockists & Publicity . 

Panaji , 29th February , 1996 .--- The Asst. Director, Sd /-. 


€ 


Third Prize: (27) :Rs. 25 /- each : Numbers ending with last 4 digits of 
the 1st prize winning ticket number as follows: 


9605 


7TH JAI MAHADEVI THURSDAY WEEKLY LOTTERY 

DRAW 


Fourth Prize : ( 270 ): Rs. 201- each : Numbers endingwith last 3 digits 
of the 1st prize winning ticket number as follows: 


Date of Draw : 29th February , 1996 
Series: JA , JB , JC , JD , JE , JG , JH , JJ, JK , JL , 


605 


RESULTS : 


Fifth Prize : (29700 ): Rs. 17/-each : Numbers ending with last 1 digit 
of the 1st prize winning ticket number as follows: 


JC - 374827 


First Prize: (1 ): Rs. 1,00,000 / 
Second Prize : ( 1 ): Rs. 25,000 / 


JL - 399283 


5 


Third Prize : (1 ) : Rs. 5,000 / 


JD 


125350 


Panaji, 29th February , 1996.— The Asst . Director, Sd / 


Fourth Prize : ( 300 ) : Rs.500 / - each : Numbers ending with last 5 digits 
in all Series as follows: 


21303 
07647 


50097 
11196 


81676 
63380 


02958 
02393 


31019 
06052 


12TH JAI MOOKAMBIKA THURSDAY WEEKLY LOTTERY 

DRAW 


Fifth Prize : (3,000 ) : Rs. 50 / - each : Numbers ending with last 4 digits 
in all Series as follows : 


Date of Draw : 29th February , 1996 


6498 
6205 


7227 
0756 


4520 
3892 


8494 
7942 


3444 
6327 


Series: A , B , C , D , E , G , H , J, K , L , M , O , P , R , S. 


Sixth Prize: ( 3,000 ):Rs. 20 /-each :Numbers ending with last 4 digits 
in all Series as follows: 


RESULTS : 


First Prize : (15): Rs. 5,000 /- each : (Applicable to all Series ) : 


9805 
7225 


7991 
6036 


5275 
6232 


8797 
5907 


1018 
9975 


À 


B 


с 


D 


E 


Seventh Prize: ( 30,000): Rs. 101- each : Numbers ending with last 3 
digits in all Series as follows: 


46803 


46803 


46803 


46803 


46803 


086 
519 


189 
688 


277 
746 : 


397 
867 


484 
920 


H 


J 


K 


L 


46803 


46803 


46803 


46803 


46803 


An amount equal to 30 % of the 1st & 2nd prize shall be deducted for 
payment to Agents , Sellers , Stockists & Publicity . 


M 


0 


P. 


R 


S. 


46803 


46803 


46803 


46803 


46803 


Panaji, 29th February, 1996 .- 


The Asst . Director, Sd / - . 
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Department of Finance 


4. No. Exc/Sang/93-94 /41, dated 1-10-1993 , at Excise Check Post 

Mollem . 


. 


Revenue and Expenditure Division 


Office of the Commissioner ofExcise 


a ) 8 qt . bottles of Officer Choice Whisky. 
b ) 11 qt. bottles of Dr. Brandy . 
c ) 3 qt . bottles of Old Monk XXX Rum . 
d ) 3 qt. bottles of Haywards Fine Whisky . 
e ) 8 qt. bottles of Cashew Fenni. 


Excise Station Sanguem 


Auction 


Notice 


5. No. Exc/Sang/93-94 /45, dated 2-10-1993; at Excise Check Post : 

Collem . 


The following quantities of Indian Made Foreign Liquor & Country 
Liquor as well as containers confiscated in favourof the Government and 
which are remain undisposed for the 2nd auction will be auctioned 3rd 
time in the premises of Excise Check Post ,Molem , at 11.00a.m.on 5th 
March , 1997 to the bidder who offer the highest price. 


a ) 1 bag containing 9 qt. bottles of Beer : 
b ). 1 qt. bottle of Cashew Liquor . 
c) 3 nips of King s Brandy. 
d ) 1 nip of Diamond 79 Palm Fenni. 


6. No. Exc/Sang / 93-94 /46 , dated 2-10-1993, at Excise Check Post 

Mollem . 


If necessary the auction for the third and fourth time will be held at 
the same above mentioned hours on 6th March , 1997 , respectively at the 
above mentioned place. 


a ) 29.qt. bottles of Dr: Brandy . 
b ) 7 qt. bottles of Country Liquor. 


Only licensed vendors of liquor will be allowed to participate in the 
auction . The successful bidder will have to pay the bidding price 
immediately . The Government however reserves the right to reject the 
bid without assigning any reason thereof. The bid will be final only after 
the approval by the Commissioner of Excise, Panaji- Goa . 


7. No. Exc /Sang/93-94 /58 , dated 8-11-1994 , at Excise Check Post 

Collem . 


For further details please contact the Excise Station , Sanguem in the 
Venita Building, Market Square during Office hours . 


a ) 35 qt: bottles of Gold Rum . 
b ) 10 qt. bottles of King s Rum : 
c) . 2 qt. bottles of Vingoa Old Brand Fenni. 
d ) 36 qt . bottles of Diamond Coconut Fenni. 
e ) 5 nips of Alexender XXX Rum . 
f) 23 nips of Dr. International Brandy . 


1. Case . No. Exc/ Sang/93-94 / 18 , dated 31-5-1993 , at Excise Check 

Post Mollem . 


a ) 8 qt . bottles of Dr. Brandy . 
b ) 24 nips of Domnic Dr. Brandy : 


8. No. Exc /Sang/93-94 /86 , dated 6-2-1994 , at Excise Check Post 

Collem . 


a ) 1 Suitcase containing 24 qt. bottles of Dr. Special Whisky . 


2. No. Exc /Sang /93-94 /21 , dated 31-5-1993 , at Excise Check Post 

Mollem . 


9. No: Exc /Sang/93-94 /90 , dated 10-3-1994 , at Excise Check Post 

Mollem . : 


a ) 3 gt. bottles of Dr. Brandy . 
b ) 3 qt. bottles of Hercules XXX Rum . 
c ) 9 pts . of Samson Cashew Fenni. 
d ) 14 nips of Dr. Brandy . 
e ) 8 nips of Hercules Rum . 


3 


á ) 12.qt. bottles of Dr. Home Brandy . 
b ) 2 qt. bottles of Tonia Dr. Brandy : 
c ) 1 qt . bottle of Dinner s Dr. Brandy . 
d ) 3 qt. bottles of Golden Crown Dat Brandy . 
e ) 2 qt. bottles of Dinner s Royal Brandy , 
f) 23 nips of Dr. Brandy , 
g ) 23 nips of Express Cashew Fenni. 
h ) 2 qt. bottles of Viceroy Cashew Fenni. 
: i) 2 qt . bottles of Priya Coconut Fenni. 
j) 1 qt. bottle of Cock Fighter XXX Rum .. 


3. No. Exc /Sang / 93-94 /22, dated 2-6-1993 , at Excise Check Post 

Mollem . 


1 


10. No. Exc /Sang/ 93-94 /100 , dated 23-3-1994 , at Excise Check Post 

Mollem , 


a ) 12 qt. bottles of Dr. Brandy. 
·b ) 8 qt. bottles of Dr. Home Brandy, 
c ) i qt. bottle of King s Grape Dr. Brandy . 
d ) 4 qt. bottles of Dinner s Dr. Brandy . 
e ) 1 nip ofGoa Dr. Brandy. 
f) 17 qt. bottles of Coconut Fenni. 
g ) 1 qt. bottle of Western Blended Whisky. 
h ) 29 nips of Nicolus Rum . 
1) 5 nips of Tonia Rum . 
j) 11.qt. bottle of Alexender Rum . 
k ) 1 pt. of Alexender Rum . 

qt. bottle of Old Monk Rum . 


a ) 10 dozen nips of Dr. Brandy : 
b ) 1 dozen nips of Old Barrel Blended Fenni. 


11. No. Exc /Sang /94-95 /90 , dated 12-12-1995 , at Excise Check Post 

Mollem . 


1 ). I 


a ) 48 nips of Hercules XXX . Rum . 
b ) 46 nips of Dr. Brandy . 


. 
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12 No.Exc /Sang/94-95 /92 , dated 19-12-1994 , at Excise Check Post 

Mollem . 


21. No. Exc / Sang/ 95-96 /49 - A , dated 3-10-1995 , at Excise Check 

Post Mollem . 


a ) 252 nips of Dr. Brandy . 
b ) 8 qt. bottles of Old Blended Coconut Fenni. 


a ) 48 nips of Dr. Brandy . 
b ) . 3 qt. bottles of XXX Rum . 
c ) 3 qt. bottles of Dr. Brandy, 
d ) 6 qt. bottles of Cashew Fenni. 
e ). 4 pts . of Cashew Fenni. 


22. No. Exc/Sang/ 95-96 /77 , dated 21-11-1995 , at Excise Check Post 

Mollem . 


13. No. Exc/Sang / 94-95 /106 , dated 16-1-1995, at Excise Check Post 

Mollem . 


a ) 9 qt. bottles of Regent Prime Whisky . 
b ) 10 qt. bottles of Port Wine No. 7 . 
c ) 6 pts . of Commander Rum .. 
d ) 5 qt. bottles of Commander Rum . 


a ) 4 qt. bottles of Goa Pina Pineapple C. Fenni. 
b ) 2 qt. bottles of Tonia XXX Rum . 
c ) 1 qt. bottle of Hercules XXX Rum . 
d ) 21 nips of Commander Rum 
e ) 58 nips of Dr. Brandy . 
f) 4 nips of Vingoa Real Old Blended Coconut Fenni. 


14. No.Exc/ Sang/ 94-95 / 108 ,dated 21-1-1995 , at Excise Check Post, 

Mollem . 


23. No. Exc /Sang /95-96 /80 , dated 3-12-1995 , at Excise Check Post 

Mollem . 


a ) 3 qt . bottles of Dr. Brandy . 
b ) 2 pts . of Dr. Brandy . 
c ) 48 nips of Dr. Brandy: 
d ) 3 qt. bottles of Cashew Fenni. 
e ) 9.qt. bottles of Coconut Fenni. 


a ) 12 qt. bottles of Dr. Brandy . 
b ) 12 qt. bottles of Cashew Fenni. - 
c ) 6 qt. bottles of Old Barrel Coconut Fenni. 
d ) 6 qt. bottles of Dowel Coconut Fenni. 


15. No.Exc / Sang / 94-95/ 116 , dated 22-2-1995 , at Excise Check Post, 

Mollem . 


24. No.Exc/Sang /95-96 /87, dated 18-12-1995 , at Excise Check Post 

Mollem .. 


a ) 72 nips of Dr. Brandy . 


a ) 10 qt. bottles of Coconut Fenni. 
b ) 26 qt. bottles of Dr. Brandy . 


16. No. Exc/ Sang / 95-96 / 12 , dated 19-5-1995 , at Excise Check Post 

Mollem . 


25. No. Exc /Sang /95-96 / 91, dated 20-1-1996 , at Excise Station , 

Sanguem . 


a ) 1 plastic can containing 24 qt. bottles of Cashew Liquor. 


a ) 4 qt. bottles of Imperial Dr. Brandy . 
b ) 6 qt. bottles of King s Brandy . 
c ) 12 qt. bottles of Old Barrel C. B. Fenni. 
d ) 12 nips of Dr. Brandy . 


26. No.Exc /Sang /95-96 / 95 , dated 23-1-1996 , at Excise Check Post 

Mollem . 


17 No.Exc /Sang /95-96 / 18,dated 22-6-1995, at Excise Check Post 


a ) 24 qt. bottles of Dr. Brandy . 


Mollem . 


27. No. Exc/Sang/95-96/ 96 , dated 11-2-1996 , at Excise Check Post 

Mollëm . 


a ) 24 qt. bottles of Dr. Brandy . 
b ) 12 qt. bottles of Vingoa Old Barrel Coconut Fenni. 
c ) 7 qt ..bottles of Goan Pina Coconut Fenni. 
d ) 3 qt . bottles of King s Brandy. 


a ) 30 qt. bottles of Dr. Brandy . 


18. No: Exc /Sang /95-96 /23, dated 30-6-1995 , at Excise Check Post 

Mollem . 


28. No. Exc/Sang/ 95-96 / 104 , dated 29-3-1996 , at Excise Check Post 

Mollem . 


a ) 12.qt. bottles of Dr. Brandy.. 
b ) 12 qt. bottles of Special Blended Coconut Fenni. 


. 


a ) 96 nips of Dr. Brandy . 
b ) 18 qt. bottles of Old Brand Coconut Fenni. 
c ) 12 qt. bottles of Old Brand Coconut Fenni. 
d ) 10 qt. bottles of Diamond 79 Coconut Fenni. 
e ). 5 qt. bottles of Samson Cashew Fenni. 


29. No.Exc /Sang /95-96 /105 , dated 31-3-1996 , at Excise Check Post 

Mollem . 


19. No. Exc /Sang / 95-96 /46 , dated 1 1-9-1995 , at Excise Check Post 

Collem , 


a ) 72 nips of Commander XXX Rum . 
b ) 48 nips of Samson Cashew Fenni. 


a ) 12 qt. bottles of King s Dr. Brandy: 
b ) 48 qt. bottles of Samson Cashew Fenni. 
c ) 24 nips of Dr. Brandy .. 
d ) 24 nips of Cashew Fenni. 
e ) 6 qt. bottles of Lord s Special Blended Coconut Fenni. 
f) 1 qt. bottle of Coconut Fenni. 
g ) 3 qt. bottles of Cashew Fenni. 
h ) 2 qt. bottles ofGrape Brandy. 


20. No. Exc /Sang /95-96 /48- A , dated 3-10-1995 , at Excise Check 

Post Collem . 


30. No. Exc /Sang / 95-96 /106 , dated 30-3-1996 , at Excise Check Post 

Mollem . 


a ) 9.qt. bottles of King s Brandy . 
b ) 2 qt. bottles of Diamond 79 Coconut Fenni. 
C) 2 cans containing 20 qt. bottles of. Coconut Fenni. 


a ) 48 nips of Lenin Emperial Dr. Brandy. 
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31. No. Exc /Sang /95-96 /107 , dated 31-3-1996 , at Excise Check Post 

Mollem . 


39. No. Exc /Sang/96-97 /17, dated 8-6-1996 , at Excise Check Post 

Mollem . 


a ) 48 nips of Defence Dr. Brandy . 


32. No, Exc/Sang / 96-97 /7, dated 1-5-1996 , at Excise Check Post 

Mollem . 


a ) 5 qt. bottles of Dr. Brandy . 
b ) 4 qt: bottles of Commander Rum . 
c ) 7 qt. bottles of Blended Palm Fenni. 
d ) 2 qt. bottles of Cashew Fenni. 


40. No. Exc /Sang / 96-97 /18 , dated 11-7-1996 , at Excise Check Post 

Mollem . 


a ) 3 qt. bottles of Traveller Delux Whisky . 
b ) 2 qt . bottles of Ritz Gold Whisky. 
c ) 1 qt. bottle of Old Monk Rum .: 
d ) 1 qt. bottle of Nelson Brandy . 
e ) 1 qt. bottle of Domnic Dr. Brandy . 
f) 1 qt. bottle of King s Dr. Brandy . 
g ) 1 qt. bottle of Philipine Cashew Fenni. 
h ) 1 qt: bottle of Goa Cashew Fenni. 


a ) 96 nips of Defence Dr. Palm Fenni. 
b ) : 6 qt. bottles of Western Dr. Brandy . 
c ) 3 qt. bottles of Cashew Fenni. 


41. No. Exc/ Sang / 96-97 /19 , dated 13-7-1996 , at Excise Check Post 

Mollem . 


33. No. Exc /Sang / 96-97/8 , dated 21-5-1996 , at Excise Check Post 

Mollem .. 


a ) 48 nips of Dr. Brandy . 
b ) 9 qt . bottles of King s Brandy . 
c ) 4 qt . bottles of Dr. Brandy . 
d ) 2 pts . of Dr. Brandy . 
e ) 16 nips of Cashew Fenni. 
f) 18 nips of Coconut Fenni. 


a ) . 4 qt . bottles of Honey Guide Brandy . 
b ) . 2 qt. bottles of King s Brandy . 
c ) 3 qt. bottles of Coconut Fenni. 
d ) 2 qt , bottles of Cashew Fenni. 
e ) 1 qt .bottle of Benz Dr. Brandy . 
f ) 24 nips of Western Brandy. 
g ) 61 nips of Blended Palm Fenni. 


3 


34. No. Exc /Sang /96-97/ 10 , dated 9-5-1996 , at Excise Station , 

Sanguem . 


42 : No. Exc /Sang/ 96-97 /20 , dated 1-8-1996 , at Excise Check Post 

Mollem . 


a ) 20 qt. bottles of Arlem Beer. 
b ) 4 bottles of King s Brandy . 


a ) 48 qt. bottles of Dr. Blended Coconut Fenni. 
b ) 24 nips of Dr. Blended Coconut Fenni. 


35. No. Exc/Sang/ 96-97712 , dated 15-5-1996 , at Excise Station , 

Sanguem . 


The Excise Inspector, S. A. 


Sanguem , 6th February , 1997. 
Talaulikar. 


.. 


a ) 1 plastic can of 35 lts . capacity containing 1 jar of Cashew 

Urrak . 
b ) I plastic can of 20 lts. capacity containing 1 jar of Cashew 

Urrak 


Auction Notice . 


36. No. Exc/Sang/ 96-97 / 13, dated 15-5-1996 , at Excise Station , 

Sanguem . 


The following quantities of Indian Made Foreign Liquor & Country 
Liquor as well as containers confiscated in favour of the Government 
will be auctioned in the premises of Excise Check Post ,Molem , at 11.00 
a . m . on 5th March , 1997 to the bidder who offer the highest price. 


a ) 1 carton of King s Beer of 650 Ml. each . 
b ) 1 carton of Arlem Beer of 650 Ml. each . 
c ) 10 qt. bottles of King s Brandy . 
d ) 1 qt. bottle of Arlem Beer. 
e) i qt. bottle of King s Brandy . 


If necessary the auction for the second and third time will be held at 
the same abovementioned hours on 6th March , 1997 , respectively at the 
above mentioned place . 


37. No. Exc/Sang/96-97/ 15 , dated 28-5-1996 , atExcise Check Post 

Mollem . 


Only licensed vendors of liquor will be allowed to participate in the 
auction . The successful bidder will have to pay the bidding price 
immediately . The Government however reserves the right to reject the 
bid without assigning any reason thereof. The bid will be final only after 
the approval by the Commissioner of Excise , Panaji -Goa . 


a ) 6 qt. bottles of Dr. Brandy . 
b ) 52 nips of Dr. Blended Palm Fenni. 
c ) 2 pts. of Dr. Brandy . 
d ) 2 qt. bottles of Dr. Brandy : 
e ) 1 qt. bottle of Commander Rum . 
f) 2 qt. bottles of Hercules Rum . 
g) 1 qt. bottle of Western Rum . 


For further details please contact the Excise Station , Sanguem in the 
Venita Building , Market Square during Office hours. 


1. No. Exc/ Sang/ 92-93 / 1 , dated 1-4-1992 at Collem . 


a ) 40-nips of Dry Gin . 


38. No.Exc /Sang /96-97 /16 , dated 29-5-1996 , at Excise Check Post 

Mollem . 


2. No.Exc /Sang /92-93/2 ,dated 7-4-1992 atTemachowado , Sanguem . 


a ) 36 qt. bottles of Dr. Brandy . 


a ) 30 qt. bottles of Cashew Liquor. 


riri Wiwwy, Kiminis 
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3. No. Exc/Sang/92-93 /15 , dated 23-4-1992 atMollem . 


15. No. Éxc /Sang /92-93/80 , dated 15-8-1992 at Collem . 


a ) 5 gunny bags each containing 28 qt. bottles of Diamond 79 

Coconut Fenni, 


a ) 21 nips of Philipine Special Barrel 2000 Coconut Fenni. 
b ) 3 nips of Philipine 7 Star Caju Fenni. 
c) 3 qt. bottles of King Fisher Beer of 650 Ml. each . 
d ) 2 qt. bottles of Charles Premium Whisky . 
e ) 1 qt . bottle of Philipine Special Barrel Fenni. 


16. No.Exc/Sang /92-93/103 , dated 20-9-1992 at Collem . 


a ) 12 qts . bottles of Commander Rum . 


4. No. Exc/Sang/ 92-93/ 16 , dated 25-4-1992 at Mollem . 


17. No. Exc /Sang/92-93/ 104 , dated 5-10-1992 at Collem . 


a ) 6 qt. bottles of Alexender Rum . 
b ) 2 qt. bottles of Napoleon Delux Cashew Fenni. 
c ) 4 pts . of Commander Rum . 
d ): 24 nips of Dr. Brandy . 
e ) 2 nips of Charbian Caju Fenni. 
f ) 6 nips of Dr. Brandy . 


a ) 10 nips of Old Brand Coconut Fenni. 
b ) 7 nips of Goenchi Coconut Fenni. 
c ) 5 nips of White House Coconut Fenni. 
d ) 4 nips of Goenichi Cashew Fenni, 
e ) 2 nips of Palmeira Coconut Fenni. 
f) 2 nips of Priya Coconut Fenni. 
g ) 3 nips of Royal Pleasure Dr. Brandy. 
h ) 1 nip of Dr. Special Dr. Brandy . 
i ) . 1 nip of Delux 555 Cashew Fenni. 


5. No. Exc/Sang /92-93 /33, dated 22-5-1992 at Dabal, Sanguem . 


a ) I Copper Vessel (empty ). 


18. No. Exc /Sang /92-93 /115, dated 13-1-1993 at Collem . 


6. No. Exc/Sang /92-93 /35, dated 22-5-1992 at Dabal, Sanguem : 


a ) 1 Copper Vessel (empty) . 


7. No. Exc/Sang /92-93/36 , dated 22-5-1992 at Dabal, Sanguem . 


a ) 11 qt. bottles of Capital Fine Whisky . 
b ) 140 nips of Golden Guine Dr. Brandy.. 
c) 24 nips of Nicolus XXX Rum . 
d ) 9 nips of Vingoa Real Old Brand . 
e ) 2 nips of Palmeira Pineapple Coconut Fenni.. 
f ) 1 qt. bottle of Domnic Dr. Brandy . 
g ) 1 qt: bottle of Golden Guine Dr. Brandy . 
h ) 1 qt. bottle of Double Century Coconut Fenni: 
i ) 1.qt. bottle of Suka Danel Coconut Fenni. 


a ) 1 Copper Vessel (empty ) . 


8. No. Exc/Sang/92-93 /37, dated 23-5-1992 at Colomba , Sanguem : 


19. No. Exc /Sang/ 92-93 /125 , dated 6-3-1993 at Collem . 


a ) 4 plastic cans of 35 Its.capacity each containing in all 130 lts. 

Palm Liquor . 
b ) 2 iron barrels (empty ) . 


9. No. Exc /Sang/ 92-93/38 , dated 27-5-1992 at Sanguem . 


a ) 14.qt. bottles of Diamond Coconut Fenni. 
b ) 21 qt. bottles of Vingoa Real Old Brand Fenni. 
c ) 10 qt. bottles of Blended Fenni. 
d ) 5.qt. bottles of Dr. Brandy . 
e ) 14 qt. bottles of Super Barrel Palm Fenni. 
f) . 2 nips of Goan Barrel Palm Fenni. 


a ) : 1 plastic can containing 30 lts . of juggery Liquor. 


10. No. Exc /Sang/ 92-93/39, dated 27-5-1992 at Sanguem . 


20. No. Exc /Sang/93-94 /3 , dated 14-4-1993 at Mollem . 


a ). 4 plastic.cans containing 35 Its . of Sugar Liquor in each . 


11. No. Exc /Sang / 92-93 /58 , dated 5-6-1992 at Sanguem . 


a ) 4 qt. bottles of Dr. Brandy . 
b ) 4 qt. bottles of Hercules Rum . 
c ) 2 qt. bottles of Dr. Cabinate Brandy. 
d ) 2 qt. bottles of Green Star Cashew Fenni. 
e ) 1 qt. bottle ofGoan Star Cashew Fenni. 
f) 2 qt. bottles of Dr. Brandy Blended Palm Fenni. 


a ) 4 plastic cans containing about 35 lts . of Sugar Liquor in 

each can . 


21. No. Exc /Sang /93-94 /4 , dated 21-4-1993 atMollem . 


TO 


a ) 12 qt. bottles of Tonia XXX Rum . 


12. No. Exc / Sang /92-93/65 , dated 16-6-1992 at Mollem . 

a ) 284 qt. bottles of Dr. Brandy . 
b ) 52 qt. bottles of Whisky 
c ) 164 qt. bottles of Whisky. 
d ) 48 nips of Whisky. 
e ) 8 qt . bottles of Port Wine . 
f) 23 qt. bottles of Palm Fenni. 
g ) 20 qt . bottles of Cashew Fenni. 


22. No. Exc/Sang /93-94 /5 , dated 19-4-1993 at Mollem . 


a ) 4 qt. bottles of Red Czar Premium Odka . 
b ) 1 pt. of Dr. Home Brandy . 


23. No. Exc /Sang /93-94/6 , dated 25-4-1993 at Collem . 


13. No.Exc/Sang /92-93/70, dated 3-7-1992 at Vorcotto, Sanguem . 


. 


a ) 4 qt. bottles of Dr. Brandy . 
b ) 1 qt. bottle of Cashew Urrak . 


a ) 9 qt. bottles of Real Dr. Brandy : 
b ) 12 

qt. 

bottles of Gold Brand Cashew Fenni. 
c ) 96 nips of Dinner s Dr. Brandy . 
d ) 3 nips of Gold Coin Dr. Brandy . 
e ) 7 nips of Super Star Cashew Fenni. 
f ) 4 nips of Old Goa Dr. Brandy : 


14. No. Exc/Sang /92-93/79, dated 11-8-1992 at Sanguem . 


a ) 2 cans containing about 20 kgs. of Sugar in each can . 


26 


. 


OFFICIAL GAZETTE - GOVT. OF GOA 


676 
SERIES III No. 48 


27TH FEBRUARY, 1997 


34. No. Exc /Sang/ 94-9579 , dated 14-5-1994 at Mollem . 


24. No. Exc/Sang /93-94 /7 , dated 25-4-1993 at Mollem . 

a ) 2 cans containing about 9 gallons of Cashew Urrak . 


a ) 12 qt. bottles of Grannuate Whisky . 


25. No. Exc /Sang /93-94 /8 , dated 26-4-1993 at Mollem . 


35. No. Exc /Sang /94-95 / 26 , dated 23-7-1994 at Mollem , 


a ) 36 qt. bottles of Palm Fenni. 


a ) 2 qt. bottles of Diamond 86 Cashew Fenni. 
b ) 2 qt. bottles of Cashew Fenni. 
c ) 2 qt. bottles of Port Wine No. 7 . 
d ) 1 qt. bottle of Goan Star Cashew Fenni. 
e ) 1 qt: bottle of Cashew Fenni. 


36. No. Exc/Sang /94-95 /46 , dated 2-10-1994 at Sanguem . 


26. No. Exc /Sang/ 93-94 / 13 , dated 5-5-1993 at Kirlapal , Dabal. 


a ) 1 small plastic can containing about 4 qt. bottles of Cashew 

Liquor 
b ) 3 empty glasses. 
c ) 1 small glass measure . 


a ) 1 plastic can containing about 6 lts of Cashew Liquor. 


27. No. Exc /Sang/ 93-94 / 14 , dated 6-5-1993 at Dharbandora , 

Sanguem . 


37 No. Exc /Sang/94-95751 , dated 28-10-1994 at Sanguem . 


a ) 1 plastic can containing about 28 qt . bottles of Cashew 

Liquor ( Urrak ). 


a ) 1.plastic can containing 4 qt . bottles of Palm Liquor. 
b ) 1 empty glass of Doctor Brandy. 


28. No.Exc / Sang/93-94 / 15 ,dated 6-5-1993 atDharbandora, Sanguem . 


38. No. Exc/Sang /94-95 /72 , dated 14-11-1994 at Sanguem . 


a ) I plastic can containing about 20 qt.bottles of Cashew Urrak . 


29. No.Exc/Sang /93-94 / 16 , dated 6-5-1993 at Dharbandora , Sanguem . 


a ) 1 carton of Pilsner Beer of 325 ml. each . 
b ) 6 bottles of Arlem Beer of 650 ml. each . 
c ) 1 qt. bottle of Aristocráte Premium Whisky 650 mls . only : 
d ) 1 

qt . bottle containing 650 mls . of High Command Whisky . 
e ) 1 measure Glom & 2 big glasses . 


3 


a ) 1 plastic can containing about 22 qt.bottles ofCashew Urrak . 


30. No. Exc /Sang/93-94 /17 , dated 8-5-1993 at Mollem . 


39. No. Exc /Sang/94-95 /73 , dated 15-11-1994 at Sanguem . 


a ) . 1 white can containing about 20 qt. bottles of Cashew Liquor , 


40. No. Exc/ Sang /94-95 /75 , dated 17-11-1994 at Sanguein . 


a ) 5x12x750 cases of King s Grape Brandy . 
b ) 16x750 mls . of Officer Choice Whisky . 
c ) 2x750 mls . of Bagpiper Whisky. 
d ) 2x750 mls . of Tonia Pick Conserve Blended Palm Fenni. 
e ) 24x180 mls . of Old Monk XXX Rum . 
f ) 24x180 mls . of Officer Choice Whisky . 
g ) 24x180 mls . of Hercules Rum . 
h ) 24x180 mls . of Director SpecialWhisky . 
i) 24x180 mls. of Haywards Whisky . 


a ) 1 plastic can of 35 Its . capacity containing Cashew Liquor. 


41. No. Exc/Sang /94-95 /78 , dated 25-11-1994 at Sanguem . 


.. 


31: No. Exc /Sang/ 93-94 /32, dated 12-8-1993 at Uguem , Sanguem . 


a ) 12 qt. bottles of King s Brandy . 
b ) 2x12x650 ml. of Arlem Beer . 
c ) 2x12x650 mls . of King Fisher Beer. 
d ) 6qt. bottles of Officer Choice Whisky . 
e ) 1/2 bottles of Cashew Fenni. 
f ) 1 qt. bottle containing about 500 ml. of Diplomat Whisky . 

qt: bottle of Diplomat Whisky . 
h ) 24 nips of Dr. Brandy . 


a ) 25 qt. bottles of Palm Liquor. 
b ) 10 qt. bottles of Beer of 650 ml. each . 
c ) 1 qt. bottle containing 700 mls . of Brandy . 
d ) 1 qt. bottle of King s Grape Brandy . 
e ) 1.qt. bottle containing 60 mls . of Cashew Liquor. 
•f) 1 qt: bottle containing 30 mls . of Palm liquor. 
g) 2 smallmeasuring glasses. 


g ) 1 


42. No. Exc /Sang /94-95 /81 , dated 26-11-1994 at Sanguem . 


32. No. Exc/ Sang /94-95 /3 , dated 6-4-1994 at Sanguem . 


a ) 1 white plastic can containing about 7 qt. bottles of Cashew 

Liquor . 


43. No. Exc /Sang /94-95 /82 , dated 25-11-1994 at Sanguem . 


a ) 2 qt. bottles of Cashew Urrak . 
b ) 1 qt. bottle of Palm .Liquor. 
c ) 1 qt. bottle of Aristocrat Whisky . 
d ) 1 qt. containing 250 mls . of Dr. Home Brandy. 
e ) 2 qt. bottles of Arlem Beer: 
f) 1 steel measure . 


a ) 1 plastic can containing about 7 qt . bottles of Cashew liquor. 
b ) 1 qt . bottles of Dr. Brandy containing about 680 ml. of 

Brandy . 
c ) 1 qt . bottle containing about 1 nip of Cashew Liquor. 
d ) 2 empty glasses. 
e ) 1 plastic funnel. 


33. No. Exc /Sang/ 94-95 / 4 , dated 7-4-1994 at Sanguem . 


44. No. Exc /Sang /94-95 /85 , dated 8-12-1994 at Sanguem . 


a ) 7 qt. bottles of Country Liquor . 
b ) 1 qt. bottle containing 500 mls . of Brandy . 
c ) 1 qt. bottle containing 600 mlse of Cashew Urrak . 
d ) 1/2 bottle of Beer . 


a ) 24 bottles of Arlem Beer. 
b ) 6 qt . bottles of Director Special Whisky . 
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57. No. Exc /Sang /95-06 /59 , dated 11-10-1995 at Sanguem . 


45. No. Exc /Sang /94-95 /86 , dated 8-12-1994 at Sanguem . 


a ). 1 plastic barrel (empty ) of 200 lts . capacity. 


a ) 24 qt. bottles of Beer of 650 ml. each . 


58. No. Exc /Sang/95-96 /62 , dated 11-10-1995 at Sanguem . 


46. No. Exc /Sang/ 94-95 /96 , dated 2-1-1995 at Sanguem . 


a ) 1 plastic barrel ( empty ) of 200 lts . capacity . 


a ) 1 plastic can containing about 5 qt. bottles of Palm Liquor. 
b ) 8 gt. bottles of Arlem Beer of 650 ml. each . 
c ) 1 qt. bottle containing about 500 ml. of Brandy . 
d ) 2 measure glasses . 


59. No. Exc /Sang /95-96 /65 , dated 11-10-1995 at Sanguem . 


a ) 5 black plastic cans of 35 lts . capacity each (empty ) . 
b ) 1 orange colour plastic bucket of 120 lts. capacity (empty ). 


47. No. Exc /Sang /94-95 /100 , dated 13-1-1995 at Sanguem . 


60. No. Exc / Sang/95-96 /69 , dated 24-10-1995 at Mollem . 


a ) 12 qt. bottles of Brandy , 
b ) 12 qt. bottles of Coconut Liquor , 


a ) 1x12x650 mls . of Arlem Beer. 
b ) 2x12x750 mls . of Cashew Fenni. 
c ) 2 qt. bottles of Cashew Liquor, 
d ) 1 qt. bottle of 0. C. 
e ) 31/2 qt. bottles of King s Brandy. 
f) . 1 qt. bottles containing 600 mis . of Director Special Whisky . 


61. No. Exc/ Sáng /95-96 /70 , dated 10-11-1995 at Mollem . 


48. No. Exc / Sang/ 94-95 / 119 , dated 15-3-1995 at Sanguem . 


a ) 36 qt. bottles of Soldier Dr. No, 1 . 
b ) 11 qt. bottles of Diamond 79 Coconut Fenni. 
c ) 10 qt. bottles of Coconut Fenni: 


a ) 15 qt.bottles of Palm Liquor. 


62. No. Exc/Sang/95-96 /79 , dated 28-11-1995 at Sanguem . 


49. No. Exc /Sang/ 94-95 / 120 , dated 15-3-1995 at Sanguem . 


a ) 1 empty plastic barrel of 200 lts . capacity . 


a ) 4 qt . bottles of D. S.P. Whisky . 
b ) 2 qt. bottles of Beer of 650 ml. each . 


63. No. Exc/ Sang /95-96 /84 , dated 15-12-1995 at Sanguem . 


50. No. Exc /Sang /95-96 / 1 , dated 4-4-1995 at Sanguem . 


a ) 25 qt. bottles of Arlem Beer of 650 ml. each . 


64. No. Exc /Sang /95-96 /85 , dated 15-12-1995 at Sanguem . 


a ) 30 bottles of Kingfisher Beer of 650 mls . each . 
b ) I plastic can containing about 18 qt. bottles ofCashew Urrak . 


"L 


51. No. Exc /Sang/ 95-96 / 16 , dated 2-6-1995 at Mollem . 


a ) 6 qt. bottles of King s Brandy . 
b ) 5 qt. bottles of Arlem Beer of 650 ml. each . 
C.) 2 plastic white can of 5. lts . capacity each containing about 

9 Its, of Cashew Fenni. , 


a ) 18 qt. bottles of IMFL . 
b ) 252 nips of IMFL . 
c ) 64 qt. bottles of Country Liquor . 
d ) 10 lts . of Palm Liquor containing in two plastic cans. 


65. No. Exc /Sang/ 95-96 /86 , dated 15-12-1995 at "Sanguem . 


52. No. Exc /Sang /95-96 /25 , dated 3-7-1995 at Sanguem . 


a ) 12 bottles of Arlem Beer of 650 ml. each . 
b ) 14 qt. bottles of King s Brandy . 


a ) 10 qt. bottles of King s Brandy . 
b ) 8 qt. bottles of Dr. Brandy . 
c ) 2 qt. bottles of D. S. P. Whisky: 
d ) 6 nips of King s Brandy . 
e ) 1 carton of Arlem Beer . 
f ) 2 cartons of Arlem Pilsner Beer of 325 ml. each . 
g ) 1. white plastic can containing 10 lts . of Palm Fenni. 


53. No. Exc /Sang/95-96 / 28 , dated 12-7-1995 at Sanguem . 


a ) | plastic barrel of 200 lts . capacity . 


66. No. Exc /Sang /95-96 / 94 , dated 21-1-1996 at Sanguem . 


54. No. Exc /Sang /95-96 / 29 , dated 12-7-1995 at Sanguem . 


a ) 8 qt. bottles of Arlem Beer 


67. No. Exc /Sang / 96-97 /23 ; dated 6-8-1996 at Sanguem . 


a ) 4 qt. bottles of Palm Liquor. 
b ) 1.qt. bottle of Brandy . 
c ) peg 

of Officer Choice Whisky. 
d ) 100 mls . of Brandy . 
e ) 1 small glass measure . 


i 


a ) 1 plastic (empty) barrel of 100 lts . capacity . 


68. No. Exc/ Sang /96-97/25 , dated 14-8-1996 at Mollem . 


55. No. Exc /Sang /95-96 / 37 , dated 13-7-1995 at Sanguem . 


a ) 42 nips of Dr. Brandy , 
b ) 2 qt. bottles ofHoney Grade Dr. Brandy . 


. 


a ) 1 empty plastic can of 35 lts . capacity . 


69. No. Exc /Sang/ 96-97 /26 , dated 15-8-1996 at Mollem : 


56. No. Exc/Sang/ 95-96 / 53, dated 10-10-1995 at Sanguem . 


a ) 48 nips of Dr. Brandy . 


a ) 1 plastic can ( empty ) of 35 lts . capacity . 
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70. No. Exc /Sang/ 96-97/27, dated 16-8-1996 at Mollem . 


80. No. Exc /Sang/ 96-97 /47 , dated 7-11-1996 at Mollem . 


a ) 24 


qt. bottles of Diplomat Delux Whisky : 
b ) 12 qt. bottles of Black Night:Whisky . 
c ) 24 qt. bottles of Hercules XXX . Rum ." 


a ) 14 qt. bottles of Dr. Brandy . 
b ) 2 qt. bottles of Cashew Fenni. 
c ) 2 qt. bottles of Coconut Fenni. 
d ) 4 qt . bottles of Bulldog XXX Rum . 


71. No. Exc /Sang /96-97 /28 , dated 21-8-1996 at Mollem . 


81. No. Exc / Sang / 96-97 / 48 , dated 23-12-1996 at Mollem . 


a ) 12 qt . bottles of Philipine Blended Cashew Fenni. 
b ) 7 qt. bottles of Soldier Dr. Brandy . 
c ) 38 nips of Metro Fine. Brandy . 
d ) 32 nips of Emperor Dr. Brandy . 


a ) 7 qt. bottles of Cashew Fenni. 
b ) 5 qt: bottles of Coconut Fenni. 
c ) 3 qt . bottles of Blended Coconut Fenni. 
d ) 9 qt. bottles of XXX Rum . 
e ) 36 nips of Emperor Dr. Brandy . 
f ) 26 Nips of Blended Palm Fenni. 


72. No. Exc /Sang / 96-97 /31, dated 29-8-1996 at Sanguem . 


a ) 1 qt . bottle of Domnic Brandy . 
b ) 1/2 bottle of XXX Rum . 
c ) 1 white can containing 2 lts . of Cashew Fenni. 


82. No. Exc /Sang/ 96-97 /49, dated 24-12-1996 at Mollem .. 


73. No. Exc/Sang/ 96-97 /33 , dated 10-9-1996 at Mollem . 


a ). 12 qt. bottles of Defence Blended Palm Fenni. 
b ) 48 nips of Defence Blended Palm Fenni. 
c) 24 nips of Khodays Brandy . 


83. No. Exc /Sang/ 96-97/50 , dated : 7-1-1997 at Mollem . 


a ) . 7 qt. bottles of Old Barrel Cashew Fenni. 
b ) 3 qt. bottles of Western Dr. Brandy 
c ) 1 qt. bottle of XXX Rum . 
d ) 3 pts. of Cashew Fenni. 
e ) 16 nips of Dr. Brandy. 


a ) 24 qt. bottles of Honey Guide Brandy . 
b ) 96 nips of Blended Palm Fenni Soldier Dr. No. 1. 


74 : No. Exc /Sang/96-97 /37, dated 10-10-1996 at Sanguem . 


84. No. Exc /Sang /96-97 /51 , dated 11-1-1997 at Mollem . 


a ) 4 


a ) 1 bottle of King Fisher Beer of 650 ml. 
b ) 1 qt. bottle of King s Brandy . 
c ) 2 qt. bottles of Country Liquor. 


qt . bottles of Defence Commander XXX Rum . 
b ) 1 bottle of Metro XXX Rum of 750 ml. 
c ) 1 qt. bottle of Cidade de Goa Cashew Fenni. 
d ) 18 nips of Defence Dr.No. 1 Blended Palm Fenni. 


75 : No. Exc /Sang /96-97 /40 , dated 10-10-1996 at Sanguem . 


85. No. Exc /Sang / 96-97 /3 , dated 15-4-1996 at Sanguem . 


a ) 7 bottles of King Fisher Beer of 650 ml. each . 


*76 . No. Exc /Sang /96-97741, dated 16-10-1996 at Mollem . 


a ) 10 qt . bottles of Diamond Coconut Fenni. 
b ) 6 qt . bottles of Dr. Brandy , 
c ) 1 qt . bottle of Cashew Fenni. 
d ) 48 nips of Dr. Brandy . 


a ) 12 bottles of King Fisher Beer of 650 ml. each . 
b ) 12 bottles of King s Beer of 325 ml. each . 
c ) 1 qt. bottle of Royal Challenge Whisky , 
d ) 2 qt. bottles of Aristocrat Premium Whisky : 
e ) 4 qt. bottles of Honey Guide Brandy . 
f ) 1 peg measure . 


77. No. Exc /Sang/96-97742 , dated 27-10-1996 at Mollem : 


86. No. ExcSang / 96-97 /54 , dated 16-1-1997 at Mollem . 


a ) 48 nips of Western Dr. Brandy , 
b ) 48.nips of Ladies Empire Dr. Brandy . 
c ) 6 qt : bottles of Western Blended Whisky . 


a ) 10 bottles of King Fisher Beer of 650 ml, each . 
b ) 2 bottles of King s Beer of 325 ml. each . 


78. No. Exc /Sang / 96-97 /43 , dated 28-10-1996 at Mollem . 


87. No. Exc /Sang/ 96-97755 , dated 16-1-1997 at Mollem . 


a ) 122 nips of Dr: No. 1 ... 
b ) 3 bottles of Dr. Brandy of 750 ml. each . 
c ) 12 nips of Dr. Brandy . 


a ) 6 qt.bottles of Dr. Brandy : 
b ) 3 pts. of Dr. Brandy . 
c) 7qt. bottles of Dr. Palm Fenni. 
d ) 1 qt. bottle of Tonia Rum . 
e ) 5 qt. bottles of Cashew Fenni . 
f) 6 nips of Dr. Brandy . 
g ) . 4 nips of Cashew Fenni. 


88. No. Exc /Sang /96-97 /56 , dated 17-1-1997 at Mollem . 


79. No. Exc/ Sang/ 96-97 /44 , dated 29-10-1996 at Mollem . 


a ) 4 qt . bottles of Honey Guide Brandy . 
b ) 5 qt . bottles of Defence Dr. No. 1 Blended Palm Fenni. 
c ) . 40 nips of Emperor Dr. Brandy . 
d ) .10 nips of Harris XXX Rum . 


.a ) 12 qt. bottles of Dr. Blended Palm Fenni. 
b ) 48 qt . bottles of Western Dr. Brandy . 


Sanguem , 6th February , 1997.- The Excise Inspector, Sd/-. 
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Department of Irrigation 


SCHEDULE 


Village 


Area 


Date 


Time 


Office of the Executive Engineer, Works Division II , 

Fatorda , Margao -Goa 


Survey No. & 
Sub -Div . No , 


1 


2 


3. 


4 


5 


Notification 


Village : 
Assagao 

do 


203/4 


0.21.00 


20-2-1997 10.30 a . m . 


No. ID /WD II/ADM /F , 284 / 1.167 /96-97 


209/4 


0.04.00 


do 


do 


UN 


Parra 


158/17 


0.06.50 


3-3-1997 


do 


Whereas I, Shri A. S. Salelkar, CanalOfficer , South Goa , am satisfied 
that, the supply of water, in Khandepar River and all the rivers connected 
to Khandepar river upstream of Qpa Water Works, is dwindling day by 
day and very critical situation is likely to occur at Opa Water Treatment 
Plan which is supplying drinking water to Panaji ,Ponda ,Margao, Vasco 
and other places. 


do 


157/23 


0.17.50 


- do 


do 


W 


do 


77711 


0.10.25 


do 


do 


do 


78/12 


0.08.25 


iw do 


do 


do 


7473 


0.24.25 


do. 


do 


Sirsai 


65/4 


do 


do 


Now , therefore in exercise of the powers conferred on me under 
Section 22 ( f) of Goa , Daman and Diu , Irrigation Act, 1973 , I, Shri A. S. 
Satelkar, Canal Officer , South Góa , hereby declare that, the drawal of 
water from :river Khandepar and its tributaries upstream of Opa Water 
Works is likely to be prohibited for the period from 15th February , 1997 
onwards . 


Guirim 


153/13 


0.54.00 . 


do 


do 


www . 


Mapusa, 4th February , 1997.- The Jt .Mamlatdar - III, N. S. Navti. 


Fatorda-Margao , 5th February , 1997.— The Canal Officer, A. S. 
Salelkar .. 


Department of Tourism 


Department of Revenue 


Directorate of Tourism 


Office of the Mamlatdar of Bardez -Goa 


Order 


In the Court of the Joint Mamlatdar- 111 of Bardez at Mapusa 


No. 5 /NBH ( 15-1 )/97 -DT/ 1357 


1 


FORM IIA 


( See Rule 4 ) 


By virtue of powers conferred upon me under Section 10 (1)( a ) ofGoa 
Registration of Tourist Trade Act, 1982 , I , U : D. Kamat , Prescribed 
Authority ,hereby remove thename of Shri Gregory D Souza, H.No.671, 
Anjuna Beach , Anjuna from the Register of Registration No. D - 7 vide 
page No. 27-28 maintained under the aforesaid Act as the said Shri 
Gregory D Souza has ceased to operate Paying Guest House in his 
premises bearing No. H. No. 671 , šituated at Anjuna, Bardez-Goa. 


Notice under Section 18C of the Goa , Daman and Diu Agricul 

tural Tenancy Act, 1964 


Consequently , the certificate of Registration No. 404 /D issued under 
the said Act stands cancelled . 


. 


Whereas under Section 18A of the Goa , Daman and Diu Agricultural 
Tenancy Act , 1964 every tenant is deemed to have purchased the land 
held by him as a tenant; And whereas theMamlatdar is required by Sub 
Section (5 ) of Section 18C to ascertain whether the tenant is willing to 
purchase the land and , if so , to fix its purchase price . 


Panaji , 20th January , 1997.- The Director & Prescribed Authority , 
U. D. Kamat. 


Now , therefore the persons mentioned below , viz : 


a ) All tenants who are deemed to have purchased land in the 

locality of Parra , Guirim , Sirsai , Colvale and Assagao , 


Department of Transport 


b ) All landlords of such lands , and 


Office of the District Magistrate , North Goa District, 

Panaji 


c ) All other persons interested therein , 


are hereby called upon to appear before the Jt .Mamlatdar of Bardez at 
Mapusa on the date and time shown against the land in the Schedule 
appended hereto in which they are respectively interested . 


Notification 


No. 23 /4 / Bardez/Mag /89 / V / 1226 /A 


If any person fails to be present before theMamlatdar at the appointed 
date and time without sufficient cause , it will be deemed that he has 
nothing to say in thematter and the enquiry will be proceeded within his 
absence . 


In exercise of the powers conferred on me under the provisions of 
the Motor Vehicles Act, 1988 ( Central Act, 59 of 1988 ) read with 
Government Notification No. 5 /28 /8 /TPT (Part) dated 26-9-1989 and in 


no 
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consultation of Police Department, I hereby authorise the erection of 
Sign Boards " Speed Limit of 20 Kms. P. H." at the places mentioned 
below : 


Plaintiff Mr. Leonard F. Rodrigues and the Defendant Mrs. Mary Ann 
Rodrigues, found registered under No. 205 of the Marriage Registration 
Book for the year 1983, is hereby cancelled . 


1. At Calangute Road Near Bodgeshwar Temple road leading to 

Canca Village ( 100 mts . away from the entrance of the Temple ). 
2. Road at Verla and Anjuna . 


Given under my hand and the Seal of this Court of the 21st day of 
December, 1996 . 


3. Infront of Mary Land Apartments , Canca . 


R. R. Samant, 
Civil Judge , Senior Division , Panaji, 
Incharge of Court of Civil Judge , 
Senior Division at Mapusa-Goa. 


Panaji, 28th January , 1997.- The DistrictMagistrate , S. S. Harit . 


V. No. 23243/1997 


. 


Office of the District Magistrate , South Goa , Margao : 


Notification 


Special Civil Suit No. 7 / 95 / A 


No. 37 / 15 / 94 -Mag /630 


Smt. Suhassini Sitaram Pandit 

nee Suhassine N.Mambro , 
of full age, r/o B - 19 , Housing Board Colony , 
Mapusa -Goa . 


Plaintiff 


V / s 


In exercise of the powers conferred in me under Section 116 & 117 
of the Motor Vehicles Act, 1988 (Central Act, 59 of 1988 ) read with 
Government Notification No. 5 /28 /88 / TPT (Part), dated 26th Septem 
ber , 1989 , I, P. K. Gupta , District Magistrate , South Goa , Margao do 
hereby notify the Bus-Stop in the place specified in Column No. 2 of 
Schedule below and also direct to erect Traffic Sign specified in Column 
No. 3 of the Schedule for the purpose of regulating Motor Vehicular 
Traffic . 


Shri Sitaram Gurunath Pandit 

alias Sitaram G. Pandit , of full age , 
clo Central Jail , Aguada, Bardez -Goa . 


. 


Defendant 


va 


SCHEDULE 


Notice 


Sr. 
No. 


Public place notified 

as Bus -Stop 


Type of No. of Traffic 
Traffic Sign Sign Boards 


2. It is hereby made known to the public that by Judgement and 
order dated 6th day of September , 1996 , passed by this Court , the 
Suit of the plaintiff is decreed . The marriage between the plaintiff and 
the Defendant registered against the entry No. 589/85 of the Civil 
Registration Book ofMapusa is hereby dissolved by way of divorce under 
Article 4 ( 4 ) of the Law of Divorce . 


2 


3 


4 


2 


1. At Pazentar, Cortalim on National " Bus Stop " 

Highway Near Consua Road on 
either sides . 


Given under my hand and the Seal of the Court; this 14th day of 
February , 1997 . 


Margao , 22nd January , 1997.- The District Magistrate , P. K. 
Gupta . 


S. M. Sangodkar, 
Civil Judge , Senior Division 

atMapusa -Goa . 


Advertisements 


V. No. 23346/1997 


In the Court of the Civil Judge , Senior Division at 

Mapusa -Goa 


in the Court of the Civil Judge , Senior Division at 

Margao - Goa 


Special Civil Suit No. 152/90 / A 


Special Civil Suit No. 205/96 . 


Mr. Leonard F. Rodrigues, 

major of age, son of Agostinho Rodrigues, 
resident of Olaulim , Pomburpa , Bardez -Goa . 


- Plaintiff 


Mrs. Annie D Sa, 

aged 33 years, unemployed , residing at 
c / o H. No. 318 , Jose Almeida, Behind 
St. Joseph Chapel, Borda , Margao - Goa . 


V / s 


ws 


--Plaintiff 


V / s 


Mrs. Mary Ann Rodrigues , 

major of age, daughter of Joseph M.Fernandes, 
resident of Silver Nest, Marna , 
Siolim , Bardez -Goa . 


Shri Jose J. X. Rodrigues, 
son of Caetano Rodrigues, aged 48 years , 
resident of House No. 38 , Shamodi, 
Dramapur , Chinchinim , Salcete -Goa. 


Defendant 


Defendant 


Notice 


Notice 


It is hereby made known to the public that by Judgement and Decree 
dated 14-11-1996 , passed by this Court, the marriage between the 


3. It is hereby made known to the public that by Judgement and 
Decree dated 4th day of January , 1997 , passed by Civil Judge , Senior 


3 
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Divison , Margao , the marriage between Plaintiff and the Defendant 
solemnized on 23rd day of December, 1993 and registered under No. 
1498/93 of the Marriage Registration Book for the year 1993 is hereby 
decreed to be dissolved by divorce, granted under Article 4 ( 4 ) of the Law 
of Divorce . 


Therefore , any person having objection is hereby invited to file the 
same in this Office under the provisions of Section 3 ( 2 ) of the Goa 
Change ofName and Surname Act , 1990 (Goa Act No. 8 of 1990 ) read 
with Rule 3 ( 2 ) of the Goa Change of Name and Surname Rules, 1991, 
within thirty days from the date of publication of this notice . 


Given under my hand and the Seal of the Court on this 14th day of 
February , 1997 . 


Mapusa , 6th February , 1997 .-- The Civil Registrar -cum -Sub -Regis 
trar , Asha S. Kamiat. 

V. No. 23110/1997 


F. N. Tavora , 
Civil Judge , Senior Division , 

Margáo -Goa . 


7. Whereas Tanuja Karapurkar, residing at Karapur, Bicholim -Goa 
desires to change her name from " Tanuja Karapurkar " to " Tanuja Vasu 
Karapurkar" : 


V : No. 23286/1997 


Office of the Civil Registrar-cum - Sub -Registrar, Satari at 

Valpoi-Goa 


Therefore , any person having objection is hereby invited to file the 
same in this Office under the provisions of Section 3 (2) of the Goa 
Change of Name and Surname Act , 1990 (Goa Act No. 8 of 1990 ) read 
with Rule 3( 2 ) of the Goa Change of Name and Surname Rules, 1991, 
within thirty days from the date of publication of this notice. 


Notice 


Mapusa, 3rd February , 1995.- The Civil Registrar-cum - Sub -Regis 
trar , Luisa Maria Fernandes. 


4. Shri Subhash B.Jadhav , residing at V.P.Keri , Satari -Goa ,desires 
to change his name from Subhash B. Jadhav to Subhash B. Kerkar. 


V. No. 23250/1997 


Any person having any objections is hereby invited to file the same 
in this Office within 30 days from this publication , in view of Rule 3 ( 2 ) 
of the Goa Change of Name and Surname Rules, 1991 , 


Office of the Civil Registrar -cum - Sub - Registrar and 
Notary Public Ex-Officio of this Judicial Division of 

Ilhas -Goa 


Valpoi, 24th January, 1997.- The Civil Registrar-cum - Sub -Regis 
trar , Vithal Gopal Salkar. 


V : No. 22678/1997 


Shri W. S. Rebello Civil Registrar- cum - Sub -Registrar and Notary 

Public of this Judicial Divison of Ilhas - Goa . 


Office of the Civil Registrar-cum -Sub - Registrar, 

Bicholim -Goa 


8. In accordance with the first para of Article 179 of Law No. 2049 
dated 6th August, 1951 and for the purpose of second para of the same 
Article , it is hereby made public that by a Notarial Deed of Succession 
dated 6th February , 1997 recorded before mein Book No.657 ofNotarial 
Deeds at“ pages 66v to 68v , the following is noted : 


Notice 


5. Shri Durgaram Vishnu Shetkar, resident of Cumbharwada, 
Mayem , Bicholim -Goa has applied to change his name from Durgaram 
Vishnu Shetkar to Durgaram Vishnu Shet . 


Any person having objections, if any,may file the same in this Office 
within thirty days from the publication of this notice as required under 
Section 3( 2) of the Goa Change of Name and Surname Act, 1990 


That on 10th February , 1989 died at Fortavaddo , Nerul, Bardez-Goa, 
Luzia Mergelina -Erminia Clotildes Clementina Anjelica Peregrina de 
Mendonca e Menezes alias Luzia Menezes e Almeida or Luzia Menezes 
in the status ofmarried to Shri Herculano Valente Almeida, under the 
regimen of General Communion of Assets without Will or any other 
disposition of her last wish , leaving behind her as her moiety holder /half 
sharer her husband the said Interested Party of the second part Shri 
Herculano Valente Almeida ,married , landlord , ofmajor age and as her 
sole universal heiress her only duaghter Cynthia Marylyn : Almeida, of 
major age, student, unmarried , both residents of Fortawaddo, Nerul, 
Bardez -Goa . 


Bicholim , 24th December , 1996.- The Substitute ofCivil Registrar 
cum -Sub -Registrar, Vithal Durga Talwar 

V. No. 23326/1997 


Office of the Civil Registrar -cum - Sub - Registrar, Bardez, 

Mapusa -Goa 


And that besides the above moiety holder/half sharer and her sole 
universal heiress, there are no other person or persons who as per the 
prevailing Law in force in this State ofGoamay prefer , concur, succeed 
or compete to the estate left behind by the said deceased . 


Notices 


Panaji , 6th February , 1997. - The Notary Public Ex -Officio , W. Ş. 
Rebello . 


6. Whereas Anil Harichandra Khorjuvekar, residing af Shapora , 
Anjuna, Bardez-Goa desires to change his name from " AnilHarichandra 
Khorjuvekar" to " Anil Harichandra Bhonsle " . 


V : No. 23134/1997 


wil 
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Office of the Civil Registrar- cum - Sub -Registrar, Ilhas -Goa 


Therefore any person having any objection is hereby invited to file the 
same in this Office as per Sub - Section (2 ) of the Section (3 ) of the Goa 
Change of Name and Surname Act, 1990 ( Goa Act No. 8 of 1990 ) within 
thirty days from the date of publication of this notice . 


Notice 


Margao , 14th February , 1997 : -- The Civil Registrar- cum - Sub -Reg 
istrar, Chandrakant Pissurlenkar. 


9. Whereas Shri Rohidas Saunto , resident of Taleigao -Goa , desires 
to change his name/ surname from Rohidas Saunto to Rohidas Bala 
Sawant under the Goa Change of Name and Surname Act; 1990 (Act 8 
of 1990 ). 


V. No. 23296/1997 


& 


Any person having any objections to the change may lodge the same : 
in this Office within thirty days from the date of publishing this notice 
under the provisions of the Goa Change of Name and Surname Act, 1990 
in force . 


Administration Office of the Comunidades of Bardez , 

Mapusa -Goa 


Panaji, 7th February , 1997. The Civil Registrar - cum -Sub -Regis 
trar , W. S. Rebello . 

V. No. 23137/1997 


Notices 


Office of the Civil Registrar- cum - Sub -Registrar, 

Ponda-Goa 


13. In accordance with the terms and for the purpose established in 
Article 330 of the Code ofComunidades in force , it is hereby announced 
that the uncultivated and unused plot of land details of which are given 
below .,has been applied on lease (Aforamento ) basis, for construction of 
a residential house . 


Notice 


1. Name of the applicant: Shri Joaquim ·Primo D Souza, rio 

Bella Vistawaddo , Sirsaim , Bardez -Goa . 


10. Whereas Umesh Vithal Gaude , resident of Betqui, Khandola , 
Ponda -Goa desires to change his name from Umesh Vithal Gaúde to 
Umesh Vithal Mayekar. 


2. Land named __ , Lote No. 341, Survey No. 57/1, Plot No. 13 , 

situated at Pilerne village of Bardez Taluka and belonging to 
the, Comunidade of Pilerne , admeasuring 400 square metres. 


3. Boundaries: 


Therefore, any person having objection is hereby invited to file the 
same in this Office under the provisions of Section 3 (2 ) of the Goa 
Change of Name and Surname Act, 1990 (Goa ActNo. 8 of 1990 ) read 
with Rule 3( 2 ) of the Goa Change of Name and Surname Rules, 1991, 
within thirty days from date of publication of this notice . 


East : By proposed road 10 metres wide ; 
West : By plotNo. 15 of the same Sub - division ; 
North :: By plot No. 14 of the same Sub - division ; and 
South : By proposed road 10 metres wide . 


Ponda, 31st January , 1997.- The Civil Registrar-cum - Sub -Regis 
trar, Pondorinata S. S. Borco : 

V. No. 23242/1997 


File No. 1-20-97 -ACNZ / 1997 . 


Office of the Civil Registrar-cum -Sub -Registrar, Salcete , 

Margao -Goa 


If any person has any objection against the proposed lease he/ she 
should submit his/her objection in writing to the Administrator of 
Comunidades of Bardeż, within 30 days from the second publication of 
this notice in the Official Gazette . 


Notices 


Mapusa , 6th February, 1997:- The Secretary , Gajanan Kambli. 


11. Whereas Shri Kashinath Sazu Kunekar , son of Sazu Kunekar, 
aged 18 years, resident of Porvorim , Bardez - Goa desires to change his 
name/ surname from " Kashinath Sazu Kunekar " to " Kartik Sajo 
Kudnekar " , 


V. No. 23139/1997 

(Repeated ) 


Therefore any person having any objection is hereby invited to file the 
same in this Office as per Sub -Section (2 ) of the Section (3 ) of the Goa 
Change of Name and Surname Act , 1990 (Goa Act No. 8 of 1990 ) within 
thirty days from the date of publication of this notice . 


14. In accordance with the termsand for the purpose established in 
Article 330 of the Code of Comunidades in force ,itis hereby announced 
that the uncultivated and unused plot of land details of which are given 
below , has been applied on lease (Aforamento )basis , for construction of 
a residential house . 


Margao , 12th February , 1997.- The CivilRegistrar- cum - Sub -Reg 
istrar , Chandrakant Pissurlenkar . 

V. No. 23221/1997 


1. Nameof the applicant: Shri Josepho de D Souza , r/o Calangute , 

Bardez -Goa . 


> 


12. Whereas Shri Ressuvicao Mandrencar , son of Sacarama 
Mandrencar, aged 37 years, r/o Chandravaddo,Margao Goa desires to 
changehis name/surname from "Ressuvicao Mandrencar" to "Ressuvicao 
Fernandes" . 


2. Land named Conpoxi , Lote No. Survey No. 206/1, Plot 

No. 51, situated at Anjuna village of Bardez Taluka and 
belonging to the Comunidade of Anjuna , admeasuring 400 
square metres . 


.5 


PUPUH PUTEVA 


OFFICIAL GAZETTE 


GOVT. OF GOA . 


683 
27TH FEBRUARY, 1997 


SERIES III No. 48 


3. Boundaries : 


3. Boundaries : 


East : By 8 metres proposed road ; 
West 

i : By plot No.53 of the same Sub -division ; 
North : By 8 metres wide proposed road ; and 
South : By plot No. 52 of the same Sub -division . 


East : By open space ; 
West : By proposed 8 metres road ; 
North ; By plot No. 6 of the same. Sub -division ; and 
South By plot No. 8 of the same Sub -division . 


File No. 1-208-96 - ACNZ /1996 . 


File No. 1-26-97- ACNZ /1997 . 


If any person has any objection against the proposed lease he / she 
should submit. his /her objection in writing to the Administrator of 
Comunidades of Bardez ,within 30 days from the second publication of 
this notice in the Official Gazette . 


If any person has any objection against the proposed lease he/she 
should submit his/her objection in writing to the Administrator of 
Comunidades of Bardez , within 30 days from the second publication of 
this notice in the OfficialGazette . 


Mapusa, 12th February , 1997.- The Secretary, Gajanan Kainbli. 


Mapusa , 17th February , 1997.— The Secretary , Gajanan Kambli. 


V. No. 23322/1997 


V. No. 23225/1997 

(Repeated ) 


15. In accordance with the terms and for the purpose established in 
Article 330 of the Code of Comunidades in force , it is hereby announced 
that the uncultivated and unused plot of land details of which are given 
below , has been applied on lease (Aforamento ) basis, for construction of 
a residential house . 


17. In accordance with the terms and for the purpose established in 
Article 330 of the Code of Comunidades in force , it is hereby announced 
that the uncultivated and unused plot of land details of which are given 
below , has been applied on lease (Aforamento ) basis, for construction of 
a residential house . 


1. Name of the applicant: Shri Agnelo D Souza , r / o Vaddem , 

Socorro , Bardez -Goa . 


1. Name of the applicant: Shri Arjun M. Fótto , rlo Pomburpa , 

Bardez -Goa. 


. 


2 : Land named Lote No. Survey No. 13/1 , Plot No. 19 , 

situated at Socorro village of Bardez Taluka and belonging to 
the Comunidade of Serula, admeasuring 256 square metres. 


2. Land named Lote No. Survey No. 156 , Plot No. 3 , 

situated at Penha de Franca village of Bardez Taluka and 
belonging to the Comunidade of Serula , admeasuring 360 
square metres . 


3. Boundaries : 


3. Boundaries : 


East : By private property Survey No. 136 ; 
West 

: By proposed 6 metrés road ; 
North : By plot No. 2 of the same Şub - division ; and 
South :: By plot No. 4 of the same Sub - division . 


East By existing 15 metres road ; 
West : By Survey No. 13/1 area under rehabilitation ; 
North : By Survey No. 13/1 area zer rehabilitation ; 

and 
South : By plot No. 18 of the same Sub - division . 


. 


File No. 1-25-97 - ACNZ /1997 . 


File No. 1-24-97 -ACNZ / 1997 : 


If any person has any objection against the proposed lease he /she 
should submit his/her objection in writing to the Administrator of 
Comunidades of Bardez , within 30 days from the second publication of 
this notice in the Official Gazette . 


If any person has any objection against the proposed lease he /she 
should submit his/her objection in writing to the Administrator of 
Comunidades of Bardez , within 30 days from the second publication of 
this notice in the OfficialGazette . 


Mapusa , 13th February , 1997 .--- The Secretary , Gajanan Kumbli. 


Mapusa , 13th February , 1997.- The Secretary , Gajanan Kambli. 


V. No. 23372/1997 


V. No. 23293/1997 


16. In accordance with the terms and for the purpose established in 
Article 330 of the Code of Comunidades in force , it is hereby announced 
that the uncultivated and unused plot of land details of which are given 
below , has been applied on lease (Aforamento )basis, for construction of 
a residential house , 


18. In accordance with the terms and for the purpose established in 
Article 330 of the Code of Comunidades in force, it is hereby announced 
that the uncultivated and unused plot of land details of which are given 
below ,has been applied on lease ( Aforamento ) basis , for construction of 
a residential house . 


1. Name of the applicant: Shri Abdul Ravoof Shaikh , rlo Altinho , 

B /2 Electricity Colony, Panaji -Goa . 


1. Name of the applicant: Shri Remedio Sequeira , r/o Vaddem , 

Socorro , Bardez -Goa . 


. 


2. Land named , Lote No. Survey No. 6 , PlotNo.7 , sitúated 

at Socorro village of Bardez Taluka and belonging to the 
Comunidade of Serula , admeasuring 300 square metres . 


2. Land named , Lote No. Survey No. 5/1, Plot No. 20 , 

situated at Socorro village of Bardez Taluka and belonging to 
the Comunidade of Serula, admeasuring 300 square metres. 


proud 
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3. Boundaries: 


3. Boundaries: 


- East 

By proposed 10 metres road ; 
West : By plot No. 20 of the same Sub - division ; 
North : By, plot No. 21 of the same Sub - division ; and 
South By plot No. 19 of the same Sub -division , 


East : By 6 metres wide road of the same Sub - division ; 
West By plot No. D - 15 of the same Sub -division ; 
North : By plot No. D - 13 of the same Sub -division ; and 
South : By plot No. D - 17 of the same Sub -division . 


File No. 1-21-97 - ACNZ / 1997 . 


File No. 1-30-97 -ACNZ / 1997 . 


If any 


If any person has any objection against the proposed lease he/ she 
should submit his /her objection in writing to the Administrator of 
Comunidades of Bardez , within 30 days from the second publication of 
this notice in the Official Gazette . 


any person has any objection against the proposed lease he / she 
should submit his /her objection in writing to the Administrator of 
Comunidades of Bardez , within 30 days from the second publication of 
this notice in the Official Gazette . 


Mapusa , 12th February , 1997.— The Secretary , Gajanan Kambli. 


Mapusa, 19th February , 1997.— The Secretary , Gajanan B. Kambli. 


V. No. 23373/1997 


V. No. 23399/1997 


19. In accordance with the terms and for the purpose established in 
Article 330 of the Code of Comunidades in force , it is hereby announced 
that the uncultivated and unused plot of land details of which are given 
below , has been applied on lease ( Aforamento ) basis , for construction of 
a residential house . 


21. In accordance with the terms and for the purpose established in 
Article 330 of the Code ofComunidades in force, it is hereby announced 
that the uncultivated and unused plot of land details of which are given 
below , has been applied on lease (Aforamento ) basis , for construction of 
a residential house . 


1. Name of the applicant: Shri Albert Pereira , río Ansabhat, 

Mapusa , Bardez -Goa . 


1. Name of the applicant: Shri Narendra Ramnath Shirodkar, r/ 

Govt . Quarters No. G -P - A -4-6 , Alto Porvorim , Bardez - Goa . 


2. Land named_ , Lote No. Survey No. 206/1, Plot No. 10 ; 

situated at Anjuna village of Bardez Taluka and belonging to 
the Comunidade of Anjuna , admeasuring 400 square metres. 


2. Land named___ , Lote No._-, Survey No.6 , Plot No.31 , situated 

at Socorro village of Bardez Taluka and belonging to the 
Comunidade of Serula , admeasuring 300 square metres. 


3. Boundaries:. 


3. Boundaries : 


East : By plot No. 5 of the same Sub - division ; 
West : By proposed road 6 metres wide ; 
North : By, plot No. 9 of the same Sub -division ; and 
South : By private property . 


East : By plot No. 32 of the same Sub -division ; 
West : By area reserved for services ; 
North : By proposed 8 metres road; and 
South : By land surveyed under No. 4 . 


File No. 1-14-96 - ACNZ / 1996 . 


File No. 1-29-97 -ACNZ / 1997 . 


If any person has any objection against the proposed lease he / she. 
should submit his/her objection in writing to the Administrator of 
Comunidades of Bardez , within 30 days from the second publication of 
this notice in the Official Gazette . 


If any person has any objection against the proposed lease he /she 
should submit his /her objection in writing to the Administrator of 
Comunidades of Bardez, within 30 days from the second publication of 
this notice in the Official Gazette . 


Mapusa , 14th February, 1997.— The Secretary , Gajanan Kambli. 


Mapusa , 20th February , 1997. The Secretary , Gajanan Kambli. 


V. No. 23393/1997 


V. No, 23615/1997 


Administration Office of the Comunidades of North Zone, 

Mapusa -Goa 


20. In accordance with the terms and for the purpose established in 
Article 330 of the Code of Comunidades in force, it is hereby announced 
that the uncultivated and unused plot of land details of which are given 
below , has been applied on lease (Aforamento ) basis , for construction of 
a residential house . 


Notices 


1. Name of the applicant: ShriNamdev B. Shetye, r / o Donwaddo, 

Saligao , Bardez -Goa. 


22. It is hereby announced that on 12th March , 1997 at 3.00 p . m . 
atthe door of the aforesaid Office auction willbeheld of an uncultivated 
and unused plot of land under name " Kate -Munag" , Lote No. _-, plot 
No. 9 , surveyed under Survey No. 436/1 , situated at village Anjuna and 
belonging to the Comunidade of Anjuna, covering an area of 306 square 
metres, applied.by Shri Dattaram Sawant, resident of Curca , Wad - Wad , 
Goa - Velha , Goa for construction of a residential house being the upset 
price of an annual lease rent ( Foro ) ofRs. 826 / - ( Rupees eight hundred 
twenty six only ) approximately . 


2. Land named "Malar ", Lote No. Survey . No. 86/6 , Plot 

No. D - 16 , situated at Sangolda village of Bardez Taluka and 
belonging to the Comunidade of Sangolda, admeasuring 400 
square metres . 
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It is bounded on the: 


" Comunidades" 


AMONA 


East 

: By remaining partofSurvey No.436 / 1 of Anjuna; 
West : By proposed 6.00 metres road and open space of 

same Sub - division ; 
North By open space of the same Sub - division ; and 
South : By plot No. 8 of the same Sub - division . 


File No. 1-67-93 - ACB /1993 . 


25 : The above-mentioned Comunidade is hereby convened for an 
auction on 2nd March , 1997 , at 10.00 a . m . , at the premises of Shri Deo 
Betal Temple at Amena of items of income for the triennial period from 
1997 to 2000 , as per Calculo ( Assesment) and conditions which are 
approved by the competentauthority . The following items of auction as 
follows: 


It is further announced that the contesting bidder will have to produce 
an affidavit affirming that he /she does notown any residential accommo 
dation or building site within the State of Goa & other relevant 
documents and certificate from the Clerk stating that he/ she does not 
have a Comunidade plot for construction of a house. 


1. One Mango tree, to pluck the fruits . 


w 


2. One Jack fruit tree , to pluck the fruits . 


Mapusa, 14th February , 1997.- The Secretary , Gajanan B. Kambli . 


V. No. 23340/1997 


3. " Caton Casana " , for fishing purpose only , and 


4. "Deokhadi" for fishing purpose only . 


N.B .: Interested person may inspect the Calculo (Assesment) alongwith the 

conditions , in the Office of the Comunidade of Amona , at 10.00 a . m . to 
1.45 p . m . on every Friday . 


9 


23. It is hereby announced that on 12th March , 1997 at 3.30.p. m . 
at the door of the aforesaid Office auction will be held of an 
uncultivated and unused plot of land under name " Bouta Vaddo " , Lote 
No. plot No. 2 , surveyed under Survey No. 237/14 , situated at 
village Assagao and belonging to the Comunidade of Assagao , covering 
an area of 306.00 square metres ; applied by Miss Martha Barbara 
Amelia Pinto , resident of Bouta Vaddo , Assagao , Bardez - Goa for 
construction of a residential house being the upset price of an annual 
lease rent (Foro ) of Rs. 1,530 /- ( Rupees one thousand five hundred 
thirty only ) approximately . 


Amona , 17th February , 1997.- The U. D. C., Bharat M. Naik 
Gaonkar . 

V. No. 23361/1997 


NACHINOLA 


It is bounded on the : - 


; 


East : By existing P. W. D. Tarred road ; 
West 

: By Nala ; 
North : By plot No. 1 of the same Sub -division ; and 
South : By plot No. 3 reserved for garden - cum - children s 

Park : 


26. The above -mentioned Comunidade is hereby convened for 
an extraordinary meeting at its meeting place on 3rd Wednesday at 
10.30 a. m . after the publication of this notice in the Official 
Gazette , Series III in order to give its opinion on the File 
No. 1-240-96 - ACNZ / 1996 in which Shri Jaikumar Budu Nachinolkar, 
resident of Calangute , Bardez -Goa has applied on lease ( Aforamento ) 
basis , for construction of a residential house , the uncultivated and 
unused plot of land named Lote No._Survey No. 38 , Sub - division 
1, Plot No. 14 , situated at Nachinola village of Bardez Taluka and 
belonging to the Comunidade of Nachinola , admeasuring 338 square 


File No. 1-102-94 -ACNZ / 1994 . 


It is further announced that the contesting bidder will have to produce 
an affidavit affirming that he/she does notown any residential accommo 
dation or -building site within the State of Goa & other relevant 
documents and certificate from the Clerk stating that he / she does not 
have a Comunidade plot for construction of a house . 


metres . 


It is bounded on the: 


Mapusa , 17th February , 1997.— The Secretary ,Gajanan B. Kambli. 


V. No. 23352/1997 


East : By Survey No. 38 of Sub - division 4 ; 
West : By plot No. 13 of the same Sub - division ; 
North ::. By plot No. 7 of the same Sub -division ; and 
South : By 8 metres road of the same Sub - division . 


Corrigendum 


Nahcinola , 12th February , 1997, The U.D.C., LaxmikantGovind 
Kamat. 


Read: Notice No. 1-90-96 - ACNZ/ 96 , published in the Official 

Gazette ; Series III No. 18 , dated 1-8-1996 and Series IIINo : 
19, dated 8-8-1996 , by applicant Shri Jeromino Oliveira 
D Souza, resident at Vaddem , Socorro , Bardez - Goa covering 
an area of 330 square metres. 


V. No. 23265/1997 


24. The boundaries of plot No. 1 of Survey No. 400/1 of Socorro 
village indicated in the notice cited above shall be read as under: 


East : By plot No. 13 of the same Sub -division ; 
West : By existing V. P. road 15 metres ; 
North : By plot No. 2 of the same Sub - division ; and 
South ; By 15 metres road of the same Sub - division . 


27. The above -mentioned Comunidade is hereby convened for an 
extraordinary meeting at its meeting place on 3rd Wednesday at 10.30 
a . m . after the publication of this notice in the OfficialGazette , Series III 
in order to give its opinion on the File No. 1-221-96 -ACNZ / 1996 in . 
which Shri Suryakant N. Navelkar, resident of Assonora , Bardez -Goa 
has applied on lease (Aforamento ) basis, for construction of a residential 
house , the uncultivated and unused plot of land named Bhorvon , Lote 
No. -Survey No. 38 , Sub - division 1 , PlotNo. 11 , situated at Nachinola 
village of Bardez Táluka and belonging to theComunidade of Nachinola , 
admeasuring 370 square metres. 


Mapusa, 5th February, 1997.— The Secretary, Gajanan Kambli. 


V. No. 23262/1997 
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It is bounded on the : - , 


No. 1-138-96 -ACNZ/ 1996 in which Shri Sales Lobo ,resident of Maina , 
Socorro , Bardez -Goa has applied on lease (Aforamento ), for construc 
tion of residential house an uncultivated and unused plot No. 41 , Survey 
No. 400/1 , situated at Socorro village of Bärdez Taluka and belonging to 
the Comunidade of Serula, admeasuring 300 square metres . 


East : By plot No. 12 of the same Sub - division ; 
West : By land acquired by P. W.D .; 
North : By plot No: 10 of the same Sub -division ; and 
South : By 8 metres wide road of the same Sub - division . 


I. 


It is bounded on the: - 


Nahcinola , 5th February , 1997.--- The U.D. C., Laxmikant Govind 
Kamat. 


V : No. 23336/1997 


East 

. : By proposed 10 metres road of the same Sub 

division ; 
West : By plot No. 39 and plot No. 40 of the same Sub 

division ; 
North :: By proposed 8 metrés road of the same Sub 

division ; and 
South : By plot No.42 of the same Sub -division . 


SERULA 


Sérula , 31st January , 1997 . 


The U. D : C., Tereza D. Barreto . 


V. No. 23232/1997 


28. The above -mentioned Comunidade is hereby convened to meet 
at its meeting place on the 3rd Sunday at 11.00 a. m .after the publication 
of this notice in the OfficialGazette in order to give its opinion on the File 
No. 1-222-96 -ACNZ / 1996 in which Shri Rajesh Ramesh Shetye , resi 
dent of Vaddem , Vasco -da-Gama,Goa has applied on leasę ( Aforamento ), 
for construction of residential house an uncultivated and unused plot No. 
8 , Survey No. 156 (Part ), situated at Penha de Franca village of Bardez 
Taluka and belonging to the Comunidade of Serula , admeasuring 354 
square metres . 


31. The above-mentioned Comunidade is hereby convened to meet 
at its meeting place on the 3rd Sunday at 11.00 a . m : after the publication 
of this notice in the OfficialGazette in order to give its opinion on the File 
No. 1-199-96 -ACNZ / 1996 in which Shri Pandu Ramnath Sawant, 
resident of Altinho , Panaji-Goa has applied on lease: (Aforamento ), for 
construction of residential house an uncultivated and unused plot No. 25 , 
Survey No. 5/1 , situated at Socorro village of Bardez Taluka and 
belonging to the Comunidade of Serula , admeasuring 300 square metres, 
without the formalities of auction for being a Government Servant. 


It is bounded on the: 


East : By 6 metres proposed road ; 
West : By plot No. 11 of the same Sub - division ; 
North : By plot No. 9 of the same Sub -division ; and 
South : By 6 metres proposed road . 


It is bounded on the : 


Serula , 12th February , 1997.- The U. D. C., Tereza D. Barreto . 


East . By plot No. 23 and 24 of the same Sub -division ; 
West : By: proposed 8 metres road ; 
North : By proposed 8 metres road ; and 
South : By.plot No. 26 of the same Sub -division . 


V. No. 23215/1997 


Serula , 15th January, 1997.- The U. D. C., Tereza D : Barreto . 


V. No, 23240/1997 


29. The above -mentioned Comunidade is hereby convened to meet 
at itsmeeting place on the 3rd Sunday at 11.00.a. m . after the publication 
of this notice in the OfficialGazette in orderto give its opinion on the File 
No. 1-153-95 - ACNZ / 1995 in which Shri Mohan N. Naik , resident of 
Alto de Porvorim , Bardez -Goa has applied on lease (Aforamento ), for 
construction of residential house an uncultivated and unused plotNo.31 , 
Survey No. 172 , situated at Penha de Franca village of Bardez Taluka and 
belonging to the Comunidade ofSerula , admeasuring 324 square metres, 
without the formalities of auction for being a Government Servant. 


. 


. 


32. The above -mentioned Comunidade is hereby convened to meet 
at its meeting place on the 3rd Sunday at 11.00 a. m . after the publication 
of this notice in the OfficialGazette in order to give its opinion on the File 
No. 1-205-96 -ACNZ / 1996 in which Smt.Nanda A. Bandodkar, resident 
of Porvorim , Bardez -Goa has applied on lease (Aforamento ) , for con 
struction of residential house an uncultivated and unused plot No. 37, 
Survey No. 6 , situated at Penha de Franca village of Bardez Taluka and 
belonging to the Comunidade of Serula admeasuring 400 squaremetres. 


It is bounded on the: 


It is bounded on the: 


East : By.plot No. 30 of the same Sub -division ; 
West : Bý proposed 10 metres road ; 
North : By plot No. 32 of the same Sub-division ; and 
South : By open space of the same Sub-division . 


Serula , 12th February, 1997.— The U. D. C., Tereza D. Barreto . 


East : By plot No. 38 of the same Sub - division and land 

bearing Survey No. 2 ; 
West : By plot No. 36 of the såme Sub -division ; 
North : By proposed 8 metres road ; and 
South : By land bearing Survey No. 4 . 


V. No. 23231/1997 


" Serula , 12th February ; 1997.- The U. D. C., Tereza D. Barreto . 


30. The above-mentioned Comunidade is hereby convened to meet 
at its meeting place on the 3rd Sunday at 11.00 a . m . after the publication 
of this notice in the OfficialGazette in order to give its opinion on the File 


V. No. 23311/1997 
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2. File No. 1-203-96 -ACNZ / 1996 applied by Smt. Anamika D. 

Kenaudekar, r / o St. Cruz for a.plot of land for construction of 
residential house, the land named " Odlem Sorgul", Survey No. 
76/1 (Part ) and belonging to the Comunidade ofPilerne , plotNo. 
10 , admeasuring 400 square metres. 


33. The above -mentioned Comunidade is hereby convened to meet 
at its meeting place on the 3rd Sunday at 11.00 a. m . after the publication 
of this notice in the OfficialGazette in order to give its opinion on the File 
No. 1-238-96 - ACNŽ / 1996 in which Shri Narayan S. Navti , resident of 
Shrikrishna Smruti, Kundaim -Goa has applied on lease (Aforamento ) , 
for construction of residential house an uncultivated and unused plot No. 
20 , Survey No. 176/0 ; situated at Penha de Franca village of Bardez : 
Taluka and belonging to the Comunidade of Serula , admeasuring 300 
square metres, without the formalities of auction for being a Government 
Servant. 


It is bounded on the : 


East : By plot No. 24 of the same Sub -division ; 
West :: By 8 metres road ; 
North : By.plot No. 11 of the same Sub - division ; and 
South • By plot No. 9 of the same Sub - division , 


It is bounded on the : 


East By proposed 8 metres road ; 
West : By plot No. 35 of the same Sub -division ; 
North : By plot No. 19 of the same Sub -division ; and 
South : : By plot No. 21 of the same Sub -division . 


3. File No : 1-202-96 -ACNZ /1996 applied by Smt. Ana Joaquim 

Soares , c/o Marra, Pilerne for a plot of land for construction of 
residential house, the land named "Odlem Sorgul" , Survey No, 
76/1 (Part ) and belonging to the Comunidade of Pilerne , plot No. 
2 , admeasuring 400 square 

metres.. 


It is bounded on the : 


Serula , 12th February, 1997.— The U. D. C., Tereza D. Barreto . 


V. No. 23312/1997 


East : By plot No. 15 of the same Sub -division ; 
West : By proposed 8 metres wide road ; 
North : By proposed 8 metres wide road ; and 
South : By plot No. 1 of the same Sub -division . 


34 : The above -mentioned Comunidade is hereby convened to meet 
at its meeting place on the 3rd Sunday at 11.00a. m . after the publication 
of this notice in the OfficialGazette in order to give its opinion on the File 
No. 1-218-96 -ACNZ /1996 in which Shri Dattaram Sagun Parab , resi 
dent of Pernem -Goa has applied on lease ( Aforamento ), for construction 
of residential house an uncultivated and unused plot No. 21- B , Survey 
No. 99/5 , 6 , 11, situated at Salvador do Mundo village of Bardez Taluka 
and belonging to the Comunidade of Seruia , admeasuring 400 square 
metres; without the formalities of auction for being a Government 
Servant . 


4." File No. 1-226-96 - ACNZ/1996 applied by Shri Santosh N. 

Malgaonkar, r/ o Mapusa for a plot of land for construction of 
residential house , the land named " Odlem Sorgul" , Survey No. 
76/1 (Part ) and belonging to the Comunidade of Pilerne, plot No. 
22 , admeasuring ,400 square metres. 


It is bounded on the : 


It is bounded on the : 


East : By roaci 8 metres wide ; 
West ; By piot No. 8 of the same Sub -division ; 
North : By plot No. 23 of the same Sub -division ; and 
South : " By plot No. 21 of the same Sub - division . 


West 


East : By existing house ; 

:: By existing house and S. NO . 99/4 ; 
" North : By plot No. 21- A of the same Sub - division ; and 
South : . By existing 8 metres road . 


5. File No: 1-225-96 - ACNZ / 1996 applied by Smt. Maria Victoria 

Pereira Rego alias Smt. Victoria Pereira Rego , r/ o Goa - Velha 
for a plot of land for construction of residentialhouse , the land 
named "Odlem Sorgul", Survey No.76 / 1( Part ) and belonging to 
the Comunidade of Pilerne , plot No. 21, admeasuring 400 
square metres. 


Serula , 12th February , 1997 . 


The U. D.C., Tereza D. Barreto. 


> 


V. No. 23382/1997 


It is bounded on the: 


PILERNE 


East : By 8 metres wide road ; 
West " : By plot No. 7 of the same Sub - division ; 
North By plot No. 22 of the same Sub -division ; and 
South : By plot No. 20 of the same Sub -division . 


35. The above -mentioned Comunidade is hereby convened for an 
extraordinary general body meeting as per Article 330 of the Code of 
Comunidades at its meeting hall at 10.30 a . m . on 16th ofMarch , 1997 
in order to give its opinion on the following files : 


Pilerne, 11th February , 1997. - The Clerk , Santosh N.Malgaonkar. 


V. No. 23237/1997 


1. File No. 1-204-96 -ACNZ / 1996 applied by Shri Joaquira Viegas, 

r/ o Taleigao for a plot of land for construction of residential 
house , the land named " Odlem Sorgul" , Survey No. 76/1 (Part ) 
and belonging to the Comunidade of Pilerne, plot No. 11 , 
admeasuring 400 square metres: 


TIUREM 


It is bounded on the : 


East : By piot No. 25 of the same Sub -division ; 
West : By.8 metres road ; 
North : By plot No : 12 of the same Sub -division ; and 
South : By plot No.10 of the same Sub - division . 


. : 36 . The above -mentioned Comunidade is hereby convened on the 
third Sunday , by representing two thirds of its Social Capital , at its usual 
place at 10.00 a . m . and by the orders of its higher authorities, in order 
to give its decision to the request of Forest Department of an area 
belonging to this Comunidade for Social Forestry, in the land s . 
No. 3/1 , an area of 30,000,00 square metres, approximately , and if the 


www . 


PERRON 


OFFICIAL GAZETTE 


GOVT. OF GOA 


688 
SERIES III No. 48 


Sш 
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Comunidade fails to meet on the respective dạy the same is convened for 
the second time on the Tuesday follows, and at the same time and place 
for the same purpose , and still if it fails to meet at the second time the 
same is convened for the third time on 4th Sunday as a ordinary meeting , 
on the same time and place . The twenty major share holders are 
convened on the same day , fourth Sunday at 12.00 noon , at the same 
place and to give its decision on the deliberation of the Comunidade. 


It is bounded on the : 
East : By plot of land belonging to Shri Jose Rodrigues 

from Vasco ; 
West : By the road that leads to Dabolim Airport ; 
North : By Sub -divided plot No.5 , which land belongs to 

Shri Silveira from Vasco ; 
South : By Sub - divided plot No. 7 . 


Tiurem , 4th February, 1997.- The Secretary , Madhucar Sinai 
Candeaparcar. 


Chicalim , 11th February , 1997 .--- The Clerk - in - Charge, Thereza 
Fernandes. 

V. No. 23191/1997 


V. No , 23261/1997 


" Devalaias " 


MORMUGAO 


. 


37. The above -mentioned Comunidade is hereby convened for an 
extraordinary meeting, at its meeting hall, in the premises of St. Andrew 
Church , Vasco -da -Gama, on third Sunday at 10.00a. m .after publication 
of this notice in the Official Gazette in order to give its opinion on the 
Judgement and the Decree passed by the High Court Bench of Bombay 
at Panaji , in First Appeals Nos. 33/1992 and 44/1992 in the land 
acquisition matters of this Comunidade. 


SHRISAUNSTHAN DATTAWADI, SANQUELIM -GOA 

..Corrigendum 
39. As regards the notice appeared in Govt. Gazette dated 6-2-1997 , 
on page 632 , regarding the extraordinary meeting . (Mazana ) of the 
Mahajans of the Devalaya of Shri Dattatraya and its affiliates of 
Sanquelim the date of the meetingmay be read as " 16th of March , 1997 " 
instead of " 16th February , 1997 " . 

Sanquelim , 11th February , 1997.— The Secretary , Devidas A. S. 
Pissurlekar . 

V. No. 23 344/1997 


3 


Mormugao , 17th February , 1997 .--- The U. D. C., Michael Luis . 


SHREE KRUPESHVOR DEVASTHAN , 

CURPEM , SANGUEM -GOA 


V. No. 23369/1997 


40. The general body meeting of all the Mahajans of the above 
Devasthan is fixed on 2nd March , 1997 at 4.00p. m .in the Madhavnath 
Temple premises; Curpem on the following agenda : 


CHICALIM 


Agenda 


38. The above-mentioned Comunidade is convened for an extraor 
dinary meeting at 10.30 a . m . on 3rd Sunday after the publication of this 
notice in the OfficialGazette in order to give its opinion in File No. 61/ 
1980 of Chicalim Comunidade in which Shri Fregrenado Alex Nunes of 
Chicalim requests to grant him one plot of the above Comunidade , 
without the formalities of the auction being a Joncar of the said 
Comunidade in an area of 400 square metres for construction of 
residential house and the description of the plot is as under: 


1. Approval of Budget estimate for the 

year, 1997-98 . 
2. Payment of Advocate s fee to defend sepcial suit No. 70/94 and 

Land Acquisition cases in the court to protect Devasthan right . 
3. Approval of annual account for the year 1996-97 . 
Any other points with the permission of the Chair. 

Curpem -Sanguem , 18th February, 1997 The President, Datta V. 
Gaonkar. 

: No. 23604/1997 


# 


** 


Name of the Applicant : Fregrenado Alex Nunes . 


Corrigendum 


Name of the Plot* & its Description : "Galleancho Dongor"; 
Sub -divided Plot No. 6 of Survey No. 85/1 (part) of Chicalim village and 
belonging to Comunidade of Chicali. 


41. In the notice of Administration of Comunidades of Bardez 
published in the Official Gazette , Series III No. 46 dated 13-2-1997 
at page 643 V. No. 22846/1997 ( Repeated ), read " File 
No. 1-30-87 -ACB / 1997" instead of " File No. 1-30-97 -ACNZ /1997" . 
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